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FOREWORD 

,  ,v  ■  i 

4his  edition  of  "Rules  and  Regulations  for  Small  Passenger  Vessels 
(under  100  Gross  Tons),"  CC-323  replaces  the  previous  edition  dated 
1  September  1973  and  is  a  direct  reprint  of  Parts  175-187  of  Title  46  of 
the  Code  of  Federal  Regulations.  The  CFR  text  of  1  October  1976  which 
was  used  for  this  printing  remains  in  effect  without  amendment  as  of 
this  date. 

Amendments  to  these  regulations  are  published  in  the  Federal  Register 
as  they  are  issued.  A  listing  of  effective  amendments  are  published  in 
the  back  of  the  publication  Proceedings  of  the  Marine  Safety  Council,  a 
subscription  to  which  may  be  obtained  by  writing  to  the  address  above. 

The  regulations  in  these  Parts  are  generally  concerned  with  the 
construction,  equipping,  inspection,  certification  and  manning  of 
certain  small  passenger-carrying  vessels  of  under  100  gross  tons. ^  Part 
187  contains  the  licensing  requirements  applicable  to  persons  desiring 
to  operate  such  passenger-carrying  vessels  and  certain  other  vessels  of 
under  100  gross  tons. 


The  application  of  these  regulations  depends  upon  the  size  of  the 
vessel,  the  service  in  which  it  is  engaged,  and  the  waters  upon  which  it 
operates.  Attention  is  invited  to  Section  175.05-5  of  the  regulations 
for  the  method  of  determining  the  applicability  of  the  regulations  to 


particular  vessels. 
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THU  46— Shipping 


SUBCHAPTER  S  [Reserved] 

SUBCHAPTER  T— SMALL  PASSENGER  VESSELS  (UNDER  100 

GROSS  TONS) 1 


PART  175— GENERAL  PROVISIONS 

Subpart  175.01 —  Authority 

80O. 

175.01-1  General. 

Subpart  1 75.05— Application 
175.05-1  Applicability  to  United  Staten 

TfUflOll 

175.00-5  Applicability  to  foreign  Teasels. 
175.00-0  B pacific  application  noted  In  test. 
170.00-15  Grose  tonnage  as  a  criterion  for 
requirements. 

Subpart  175.07— lead  Unsi 

175.07-1  Load  lines  required. 

Sebpatt  173.10 — Definition!  of  Terms  Used  In 
This  Subchapter 

170.10- 1  Approved. 

170.10- 3  Approved  type. 

170.10- 5  Coastwise. 

175.10- 5  Commandant. 

170.10- 7  Coast  Guard  District  Commander. 

175.10- 0  Ferry. 

170.10- 11  Greet  Lakes. 


sec. 

175.10- 13  Headquarters. 

175.10- 17  Lakes,  bays,  and  sounds. 

175.10- 19  Length. 

170.10- 31  Karine  Inspector  or  inspector. 

170.10- 35  Non-self -propelled  veeeeL 

170.10- 30  Ocean. 

170.10- 35  Officer  in  Charge,  Korins  Inspec¬ 

tion. 

170.10- 37  Passenger. 

170.10- 35  Paeaengera  flor  hire,  carriage  of. 

170.10- 30  Pilothouse  oontraL 

170.10- 51  Recognised  classification  society. 

170.10- 55  Rivers. 

170.10- 50  Rules  of  the  Rood. 

170.10- 50  Selling  veeeeL 

170.10- 57  Vessel. 

170.10- 50  Auxiliary  selling  vessel. 

Subpart  175.15— equivalents 

175.15-1  Conditions  under  which  equiva¬ 
lents  may  be  used. 

Subpart  175. 30— Administrative  Procedure 

170  JO-1  Assignment  of  marine  Inspector. 

170  JO-3  Notice  of  deficiencies  and  requlre- 

menta 


30  PR.  5754.  Sept.  5, 1555. 


§  175.05-1 


Chapter  I — Coast  Guard,  Dept,  of  Transportation 


Subparf  175.25— Special  Consideration 

Sec. 

175.25-1  By  Officer  In  Charge,  Marina  In¬ 
spection. 

Subpart  175.27 — Adoption  of  Standards  and 
Specifications 
175.37-1  General. 

17637-6  American  Boat  and  Yacht  Coun¬ 
cil,  Inc.  (ABYO). 

17837-20  Tacit  Safety  Bureau  (TBB). 

Subpart  1 7  S. 30— Appeals 
17530-1  Right  of  appeal. 

Authority:  The  provisions  of  this  Part  175 
Issued  under  R.S.  4405,  as  amended.  4462,  as 
amended,  sec.  3.  70  Stat.  162.  sec.  6(b)  (1) ,  SO 
8 tat.  038.  46  U.S.C.  875,  416,  890b,  49  UJB.O 
1665(b);  49  CFR  1.4(a)(2).  Additional  au¬ 
thority  cited  with  regulations  affected. 

Socmc*:  The  provisions  of  this  Part  175 
contained  in  CGFTt  60-54.  25  P.R.  9315.  Sept. 
29,  1960,  unless  otherwise  noted. 

Subpart  175.01 — Authority 

§  175.01-1  Ceneral. 

(a)  The  regulations  In  this  subchapter 
are  prescribed  by  the  Commandant  of  the 
Coast  Guard,  pursuant  to  a  delegation 
of  authority  by  the  Secretary  of  Trans¬ 
portation  set  forth  In  49  CFR  1.46(b), 
to  carry  out  the  Intent  and  purpose  of 
title  46,  United  States  Code,  sections  390 
to  390g,  which  require  the  Inspection  and 
certification  of  certain  vessels  carrying 
more  than  six  passengers,  and  sections 
362,  375,  391,  392,  399.  404,  416,  435,  and 
451,  which  relate  to  the  Inspection  and 
certification  of  certain  vessels  carrying 
one  or  more  passengers  for  hire. 

(b)  S  and  L:  Where  other  laws  are 
applicable  to  vessels  Inspected  under  this 
subchapter,  appropriate  references  fol¬ 
lowing  certain  regulations  are  made  to 
show  that  such  regulations  Interpret  or 
apply  such  laws. 

(COFR  60-116,  35  Pit.  6862,  Apr.  30.  1970} 

Subpart  175.05 — Application 

g  175.05-1  Applicability  to  United 
Sluice  vessels. 

(a)  This  subchapter  shall  be  appli¬ 
cable  to  all  United  States  Sag  vessels 
Indicated  In  column  4  of  Table  175.05- 
1(a)  that  are  less  than  100  gross  tons, 
except  as  follows: 

(1)  Any  vessel  operating  exclusively 
on  Inland  waters  which  are  not  navigable 
waters  of  the  United  States. 


(2)  Any  vessel  while  laid  up  and  dis¬ 
mantled  and  out  of  commission. 

(3)  With  the  exception  of  vessels  of 
the  United  States  Maritime  Administra¬ 
tion,  any  vessel  with  title  vested  In  the 
United  States  and  which  is  used  for 
public  purposes  and  operated  by  a  de¬ 
partment  or  agency  of  the  Federal 
Government. 

(See.  1.  41  stat.  305,  as  amended,  see.  1,  70 
Stat.  151;  46  U.8.C.  363  ,  390) 

(4)  Any  lifeboat  forming  part  of  a 
vessel's  lifesaving  equipment, 

(b)  S  and  L:  Any  vessel  carrying  more 
than  150  passengers  shall  comply  with 
the  provisions  of  this  subchapter  and 
shall  be  subject  to  certain  additional  re¬ 
quirements  as  determined  by  the  Officer 
In  Charge,  Marine  Inspection.  These 
additional  requirements  are  contained  In 
applicable  regulations  In  Subchapter  H 
(Passenger  Vessels) ,  Subchapter  P  (Man¬ 
ning),  Subchapter  F  (Marine  Engineer¬ 
ing),  and  Subchapter  J  (Electrical  En¬ 
gineering)  of  this  chapter. 

(R.S.  4463,  at  amended;  46  U.S.C.  222) 

(c)  8  and  L:  Nothing  In  the  regula¬ 
tions  in  this  subchapter  shall  be  con¬ 
strued  as  exempting  any  mechanically 
propelled  vessel,  other  than  a  yacht, 
which  carries  more  than  12  passenger* 
on  an  International  voyage  from  the 
applicable  requirements  of  the  Interna¬ 
tional  Convention  for  Safety  of  Life  al 
Sea.  1960. 

(d)  8  and  L:  Any  vessel  which  carries 
flammable  or  combustible  liquid  cargo, 
or  explosives,  or  other  dangerous  article* 
or  substances  Is  subject  to  additional 
requirement*  provided  In  other  laws  and 
regulations.  Any  Officer  In  Charge, 
Marine  Inspection,  may  be  contacted  for 
information  concerning  these  additional 
requirements. 

(88.  4417s,  ss  amended,  4472,  ss  amended; 
46  UA.C.  891s,  170) 

(e)  8  and  L:  Any  mechanically  pro¬ 
pelled  vessel  Inspected  and  certificated 
under  the  provisions  of  this  subchapter, 
which  Is  more  than  15  gross  tons  and 
carries  freight  for  hire,  Is  subject  to 
additional  requirements  provided  in 
other  laws  and  regulations.  Any  Officer 
In  Charge,  Marine  Inspection,  may  be 
contacted  for  information  concerning 
these  additional  requirements. 
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Chapter  I — Coast  Guard,  Dapt.  of  Transportation  i  175.05-15 


(f)  [Reserved] 

(g)  MataWoWtaag  tin  opoonUopo 

'noted  In  paragraphs  faHl)  and  (^rfS) 
ol  this  section,  foreign  vewela^stfall  re¬ 
port  marine  casualties,  Imatrfaoua  ma¬ 
terials  incidents,  and  tpeunintentional 
release  of  hazardou^edaterlals  occurring 
while  the  vessellp-mthe  navigable  waters 
of  the  Uniter  States,  as  required  by 
Subpart>d5.15  of  this  subchapter  and 
5  §  and  2.20-70  of  this  chapter. 

;  cjbbT  440*1  —  — saoOaQr-  so  P.o.o. 

[COFR  63-40,  38  FR.  8734,  Bept.  6,  1863.  w 
amended  by  COFR  70-10,  85  FR.  3718,  Feb. 
35.  1870;  COFR  68-116,  85  FR.  6863,  Apr.  80, 
1870;  COFR  70-143.  85  FR.  18835,  Oct,  81, 
1870| 

S  175.05-3  Applicability  to  foreign 
vessels. 

(a)  Except  as  specifically  noted  in 
paragraph  (b)  of  this  section,  this  sub¬ 
chapter  shall  be  applicable  to  the  extent 
prescribed  by  law  to  all  foreign  vessels  of 
the  following  classifications,  indicated  in 
column  4  of  Table  175.05-1  (a)  that  are 
less  than  100  gross  tons: 

(1)  Mechanically  propelled  foreign 
vessels  of  more  than  15  gross  tons  and 
over  65  feet  in  length  which  carry  more 
than  12  passengers  from  any  port  In 
the  United  States. 

(2)  Foreign  vessels  which  carry  more 
than  six  passengers  from  any  port  in 
the  United  States  and  which  are: 

(I)  Mechanically  propelled  vessels  of 
not  more  than  15  gross  tons  regardless 
of  length;  or, 

(II)  Mechanically  propelled  vessels  of 
more  than  15  gross  tons  but  lest  than 
35  feet  in  length;  or, 

(ill)  Sailing  vessels  or  nonself-pro¬ 
pelled  vessels  regardless  of  length. 

(b)  The  provisions  of  this  subchapter 
shall  not  be  applicable  to  those  foreign 
vessels  covered  by  paragraph  (a)  of  this 
section  which  are: 

(1)  Vessels  of  a  foreign  nation  signa¬ 
tory  to  the  International  Convention 
for  the  Safety  of  Life  at  Sea,  i960,  and 
which  have  on  board  a  current,  valid 
Safety  Certificate;  or, 

(2)  Vessels  of  a  foreign  nation  having 
Inspection  laws  approximating  those  of 
the  United  States  together  with  recipro¬ 
cal  inspection  arrangements  with  the 
United  States,  and  which  have  on  board 
a  current,  valid  Certificate  of  Inspection 
Issued  by  its  government  under  such 
arrangements. 

(COFR  68-116, 35  FR  6863,  Apr.  30, 1870] 


8  175.05-5  Specific  application  noted 
in  text. 

(a)  8:  Under  the  designator  “S'* 
shall  be  Included  all  vessels  Indicated  In 
column  4  of  Table  175.05-1  (a)  that  are 
not  more  than  65  feet  In  length  and  of 
less  than  100  gross  tons  carrying  more 
than  six  passengers. 

(b)  L:  Under  the  designator  "L"  shall 
be  Included  all  vessels  Indicated  in 
column  4  of  Table  175.05-1  (a)  that  are 
more  than  65  feet  in  length  and  of  leas 
than  100  gross  tons  which  are: 

(1)  Mechanically  propelled  vessels  of 
more  than  15  gross  tons  carrying  one  or 
more  passengers  for  hire. 

(2)  Mechanically  propelled  vessels  of 
not  more  than  15  gross  tons  carrying  six 
or  more  passengers. 

(3)  Sailing  vessels  and  bargee  carry¬ 
ing  more  than  six  passengers. 

(c)  Certain  portions  of  this  subchap¬ 
ter  applicable  to  only  “S”  vessels  are 
Indicated  by  the  designator  “S”.  Portions 
applicable  to  only  “L”  vessels  are  indi¬ 
cated  by  the  designator  “L”.  Those  por¬ 
tions  of  this  subchap  ter  applicable  to 
both  categories  of  vessels  contain  no 
designator  or  are  designated  “S  and  L”. 

(d)  At  the  beginning  of  the  various 
parts,  subparts  and  sections,  a  more 
specific  application  is  generally  given  for 
the  particular  portion  of  the  text  in¬ 
volved.  This  application  Bets  forth  the 
types,  sizes,  services  or  vessels  to  which 
the  text  pertains,  and  In  many  cases 
limits  the  application  of  the  text  to  ves¬ 
sels  contracted  for  before  or  after  a 
specific  date. 

(e)  As  used  in  this  subchapter  the 
term  “vessels  contracted  for”  Includes 
not  only  contracting  for  the  construction 
of  a  vessel,  but  also  contracting  for  a 
material  alteration  to  a  vessel,  contract¬ 
ing  for  the  conversion  of  a  vessel  to  a 
passenger  vessel,  and  changing  of  serv¬ 
ice  or  route  of  a  vessel,  if  such  change 
Increases  or  modifies  the  general  require¬ 
ments  for  the  vessel  or  increases  the 
hazards  to  which  it  might  be  subjected. 
[COFR  68-116,  85  FR.  6883,  Apr.  80,  1870] 

g  175.05-15  Groat  tonnage  at  a  crite¬ 
rion  for  requirement*. 

(a)  The  regulations  in  thia  subchap¬ 
ter,  as  well  as  referenced  requirements 
in  other  subchapters  in  this  chapter,  take 
into  account  the  passenger  vessel’s  size, 
construction,  and  equipment,  as  well  as 
its  intended  service  on  the  routes  or 
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waters  on  which  It  Is  desired  to  be  oper¬ 
ated  or  navigated,  which  are  Indications 
of  the  hazards  to  which  such  vessel  may 
be  subjected.  The  Commandant's  deter¬ 
minations  In  this  respect  for  a  particular 
passenger  vessel  are  stipulated  In  a  cer¬ 
tificate  of  lnsp  ction,  which  states  certain 
terms  and  conditions  governing  such  ves¬ 
sels  when  In  operation. 

(b)  In  applying  the  laws  and  regula¬ 
tions  to  passenger  vessels,  one  criterion 
for  invocation  of  safety  standards  Is  the 
description  of  passenger  vessels  by  rela¬ 
tive  size  in  gross  tons.  When  it  is  deter¬ 
mined  by  the  Commandant  that  the 
gross  register  tonnage  for  a  particular 
passenger  vessel,  which  Is  attained  by 
exemptions,  reductions,  or  other  devices 
In  the  basic  gross  tonnage  formulation, 
will  circumvent  or  be  incompatible  with 
the  application  of  specific  safety  require¬ 
ments  in  the  passenger  vessel  regulations 
for  a  vessel  of  such  physical  size,  the 
Commandant  shall  prescribe  the  regula¬ 
tions  to  be  made  applicable  to  such  vessel. 

<c)  When  the  Commandant  deter, 
mines  that  the  gross  register  tonnage  Is 
not  a  valid  criterion  for  the  Invocation  of 
safety  requirements  based  on  relative 
size,  the  parties  involved  will  be  informed 
of  the  determination  and  of  the  regula¬ 
tions  applicable  to  such  passenger  vessel, 
and  before  being  permitted  to  operate 
such  vessel,  compliance  therewith  shall 
be  required.  Endorsements  or  notations 
on  the  passenger  vessel’s  certificate  of 
Inspection  may  be  made  as  appropriate. 

Subparl  175.07 — Load  Lines 
S  175.07—1  Load  lines  required. 

Vessels  of  79  feet  in  length  and  over 
having  their  keels  laid  or  at  a  similar 
stage  of  construction  on  or  after  July  21, 
1968,  and  engaged  In  International  voy¬ 
ages,  are  subject  to  load  line  assignment, 
certification,  and  marking  under  Bub- 
chapter  E  (Load  Lines)  of  this  chapter. 
(Sms.  3.  SB  8 tat.  1488,  as  amended,  see.  a,  48 
Stat.  888:  48  UAO.  86a,  88a)  (COPS  08-73, 
•4  PJ5U  17808.  Oct.  38,  1808) 

Subpart  175.10— Definitions  of  Terms 
Used  in  This  Subchapter 

Q  175.10-1  Approved. 

This  term  means  approved  by  the  Com¬ 
mandant  unless  otherwise  stated. 

g  175.10-2  Approved  type. 

(a)  Where  equipment  In  this  subchap¬ 
ter  Is  required  to  be  of  an  "approved 


type,''  such  equipment  must  be  of  a  type 
which  has  been  specifically  approved  by 
the  Commandant. 

(b)  Notifications  regarding  approvals 
are  published  In  the  Federal  Register 
In  addition,  approved  types  of  equipment 
are  listed  In  Coast  Guard  publication  CG- 
190,  "Equipment  Lists,”  which  Is  avail¬ 
able  at  the  Marine  Inspection  Office  of 
any  Officer  in  Charge,  Marine  Inspection. 

§  175.10—3  Coastwise. 

(a)  This  term  shall  be  used  to  describe 
a  route  which  is  not  more  than  20  nauti¬ 
cal  miles  offshore  on  any  of  the  follow¬ 
ing  waters: 

(1)  Any  ocean; 

(2)  The  Gulf  of  Mexico; 

(3)  The  Caribbean  Sea; 

(4)  The  Gulf  of  Alaska ;  and, 

(5)  Such  other  similar  waters  as  may 
be  designated  by  a  Coast  Guard  District 
Commander. 

9  175.10-5  Commandant. 

This  term  means  the  Commandant  of 
the  Coast  Guard. 

§  175.10—7  Coast  Guard  District  Com¬ 
mander. 

This  term  means  an  officer  of  the  Coast 
Guard  designated  as  such  by  the  Com¬ 
mandant  to  command  all  Coast  Guard 
activities  within  his  district  which  In¬ 
clude  the  enforcement  and  administra¬ 
tion  of  Title  62  of  the  Revised  Statutes, 
acts  amendatory  thereof  or  supplemental 
thereto  and  rules  and  regulations  there¬ 
under. 

§  175.10-9  Ferry. 

Under  this  designation  shall  be  In¬ 
cluded  those  vessels.  In  other  than  ocean 
or  coastwise  service,  having  provisions 
only  for  deck  passengers  and/or  vehicles, 
operating  on  a  short  run  on  a  frequent 
schedule  between  two  points  over  the 
most  direct  water  route,  and  offering  a 
public  service  of  a  type  normally  attrib¬ 
uted  to  a  bridge  or  tunnel. 

§  175.10-11  Great  Lakes. 

This  term  shall  be  used  to  describe  a 
route  on  the  waters  of  any  of  the  Great 
Lakes. 

g  175,10-13  Headquarters. 

This  term  means  the  Office  of  the 
Commandant,  United  States  Coast 
Guard,  Washington,  D.C.  20591. 

[COFR  60-84,  38  F-R  93:5,  Sept.  29,  1880,  as 
amended  by  COFR  68-32,  33  PJl.  8736,  Apr. 
13.  1888) 
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§175.10-17  Lake*,  bays,  and  sound*. 

(a)  mis  term  shall  be  used  to  describe 
a  route  on  any  of  the  following  waters: 

(1)  Any  lake  other  than  the  Great 
Lakes; 

(3)  Any  bay; 

(3)  Any  sound;  and. 

(4)  Such  other  similar  waters  as  may 
be  designated  by  a  Coast  Guard  District 
Commander. 

§  175.10-19  Length. 

In  determining  length  for  the  purpose 
of  this  chapter  it  shall  be  measured  from 
end  to  end  over  the  deck  excluding  sheer. 

§  175.10—21  Marine  inspector  or  in¬ 
spector. 

mis  term  means  any  person  from  the 
civilian  or  military  branch  of  the  Coast 
Guard  assigned  under  the  superin¬ 
tendence  and  direction  of  an  Officer  in 
Charge.  Marine  Inspection,  designated 
for  the  performance  of  duties  with  re¬ 
spect  to  the  enforcement  and  adminis¬ 
tration  of  Title  52  of  the  Revised 
Statutes,  acts  amendatory  thereof  or 
supplemental  thereto,  rules  and  regula¬ 
tions  thereunder. 

§  175.10-23  Non -self -propelled  reseeL 

Under  this  designation  shall  be  In¬ 
cluded  all  vessels  which  do  not  have  In¬ 
stalled  either  propulsive  machinery  or 
masts,  spars  and  sails. 

§175.10-25  Ocean. 

(a)  This  term  shall  be  used  to  describe 
a  route  which  Is  more  than  20  nautical 
miles  offshore  on  any  of  the  following 
waters: 

(1)  Any  ocean; 

(2)  me  Gulf  of  Mexico; 

(3)  me  Caribbean  Sea: 

(4)  me  Gulf  of  Alaska;  and, 

(5)  Such  other  similar  waters  as  may 
be  designated  by  a  Coast  Guard  District 
Commander. 

§  175.10-26  Officer  in  Charge,  Marine 
Inspection. 

This  term  means  any  person  from  the 
civilian  or  military  branch  of  the  Coast 
Guard  designated  as  such  by  the  Com¬ 
mandant  and  who,  under  the  superin¬ 
tendence  and  direction  of  the  Coast 
Guard  District  Commander,  Is  In  charge 
of  an  Inspection  sone  for  the  perform¬ 
ance  of  duties  with  respect  to  the  Inspec¬ 
tions,  enforcement,  and  administration 
of  Title  52,  Revised  Statutes,  and  acts 
amendatory  thereof  or  supplemental 


thereto,  and  rules  and  regulations  there¬ 
under. 

§  175.10-27  Passenger. 

A  passenger  Is  every  person  other  than 
the  master  and  the  members  of  the  crew 
or  other  persons  employed  or  engaged 
In  any  capacity  on  board  a  vessel  In  the 
business  of  that  vessel,  me  following 
special  considerations  should  be  noted: 

(a)  S  and  L.  In  the  case  of  a  vessel 
on  an  international  voyage  a  child  under 
one  year  of  age  is  not  counted  as  a  pas¬ 
senger. 

(b)  S.  For  vessels  subject  to  the  pro¬ 
visions  of  the  Act  of  May  10,  1956  (40 
U.S.C.  390-390g),  the  term  passenger 
means  every  person  carried  on  board  a 
vessel  other  than: 

(1)  me  owner  or  his  representative; 

(2)  me  master  and  the  fide 

members  rA  the  crew  engaged  In  u  c  busi¬ 
ness  of  the  vessel  who  have  contributed 
no  consideration  for  their  carriage 
who  are  paid  for  their  services ; 

(3)  Any  employee  of  the  owner  of  the 
vessel  engaged  In  the  business  of  the 
owner,  except  when  the  vessel  Is  oper¬ 
ating  under  a  bareboat  charter  ; 

(4)  Any  employee  of  the  bareboat 
charterer  of  the  vessel  engaged  In  the 
business  of  the  bareboat  charterer ; 

(5)  Any  guest  on  board  a  vessel  which 
Is  being  used  exclusively  for  pleasure 
purposes  who  has  not  contributed  any 
consideration  directly  or  indirectly,  for 
his  carriage;  or 

(6)  Any  person  on  board  a  vessel  docu¬ 
mented  and  used  for  tugboat  or  towboat 
service  of  fifty  gross  tons  or  more  who 
has  not  contributed  any  consideration, 
directly  or  Indirectly,  for  his  carriage. 
[OCJFB  63-40 .  38  PJL  9738.  Sept. «.  1988] 

§  175.10-28  Passengers  for  hire,  car¬ 
riage  of. 

(a)  me  carriage  of  any  person  or  per¬ 
sons  by  a  vessel  for  a  valuable  considera¬ 
tion,  whether  directly  or  indirectly  flow¬ 
ing  to  the  owner,  charterer,  agent,  or  any 
other  person  Interested  In  the  vessel 

(RB.  4436,  as  amended,  eec.  1,  70  8tat.  151; 
46  UJB.O.  404,  890)  |COFB  63-40,  36  TJL 
9736,  Sept.  6.  1963] 

§175.10-29  Pilothouse  control. 

This  term  means  that  the  operator  of 
the  vessel  may  start  and  stop  the  engines 
and  control  the  direction  and  speed  of 
the  propeller  from  the  principal  station 
from  which  the  vessel  Is  steered. 
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§  175.10—31  Recognised  clWfication 
society. 

This  term  means  any  organisation  of 
nationwide  scope,  such  as  the  American 
Bureau  of  Shipping  or  Lloyd’s  Register 
of  Shipping,  with  standards  of  con* 
structlon  or  equipage  which  hare  been 
accepted  and/or  approved  by  the  Com¬ 
mandant. 

§  175.10-33  Rivers. 

(a)  This  term  shall  be  used  to  describe 
a  route  on  any  of  the  following  waters: 

(1)  Any  river; 

(2)  Any  canal;  and. 

(3)  Such  other  similar  waters  as  may 
be  designated  by  a  Coast  Guard  District 
Commander. 

8  175.10-35  Rules  of  the  Road. 

(a)  The  term  “Rules  of  the  Road" 
means  the  statutory  and  regulatory  rules 
governing  navigation  of  vessels.  These 
rules  are  also  published  by  the  Coast 
Guard  In  pamphlet  form  as  follows: 

(1)  Rules  of  the  Road— Interna¬ 
tional— Inland  (CO-169). 

(2)  Rules  of  the  Road— Great  Lakes 
(CO-172). 

(3)  Rules  of  the  Road— Western  Riv¬ 
ers  (CO-184). 

(b)  The  current  editions  of  the  “Rules 
of  the  Road"  pamphlets  may  be  obtained 
from  the  Marine  Inspection  Office  of  any 
Officer  In  Charge,  Marine  Inspection. 

8  175.10-36  Sailing  vessel. 

This  term  means  a  vessel  with  no  me¬ 
chanical  means  of  propulsion,  all  pro¬ 
pulsive  power  being  provided  by  calls. 

8  175.10-37  Vessel 
Where  the  word  "vessel”  is  used  in  this 
subchapter.  It  shall  be  considered  to  In¬ 
clude  all  vessels  subject  to  the  require¬ 
ments  of  this  subchapter  as  described  in 
Subpart  178.05  of  this  part. 

8  175.10-38  Auxiliary  tailing  vessel. 

This  term  means  a  vessel  capable  of  be¬ 
ing  propelled  by  mechanical  means  and/ 
or  by  sails. 

[OOFB  68-83,  88  »JR.  5738,  Apr.  13,  1888] 

Subpart  175.15— Equivalents 

1 175.15-1  Condition*  under  which 
equivalents  may  be  used. 


shall  be  fitted  or  carried  in  a  vessel,  or 
that  any  particular  arrangement  ahaii  be 
adopted,  the  Commandant  may  accept  in 
substitution  therefor  any  other  fitting, 
apparatus,  or  equipment,  or  type  thereof, 
or  any  other  arrangement:  Provided, 
That  he  shall  have  been  satisfied  by 
suitable  trials  that  the  fitting,  appliance, 
apparatus,  or  equipment,  or  type  thereof, 
or  the  arrangement  shall  be  at  least  as 
effective  as  that  specified  in  this  sub¬ 
chapter. 

(b)  In  any  case  where  it  is  shown  to 
the  satisfaction  of  the  Commandant  that 
the  use  of  any  particular  equipment,  ap¬ 
paratus,  or  arrangement  not  specifically 
required  by  law  la  unreasonable  or  Im¬ 
practicable,  the  Commandant  may  per¬ 
mit  the  use  of  alternate  equipment, 
apparatus,  or  arrangement  to  such  an 
extent  and  upon  such  conditions  as  will 
Insure,  to  his  satisfaction,  a  degree  of 
safety  consistent  with  the  minimum 
standards  set  forth  in  this  subchapter. 

Subpart  175.20— Administrative 
Procedure 

§  175.20—1  Assignment  of  manns  Is 
spector. 

(a)  Upon  receipt  of  a  written  appllcm- 
tlon  for  inspection,  the  Officer  In  Charge, 
Marine  Inspection,  will  assign  a 
Inspector  to  Inspect  the  vesaeL  This  in¬ 
spection  will  be  made  at  a  mutually 
agreed  to  time  and  place. 

(b)  The  owner  or  someone  represent¬ 
ing  the  owner  shall  be  present  during  the 
inspection. 

§  175.20—5  Notice  of  deficiencies  end 
requirements. 

(a)  If  during  the  inspection  of  a  vessel, 
the  vessel  or  its  equipment  is  found  not 
to  conform  to  the  requirements  of  law 
or  the  regulations  In  this  subchapter,  the 
marine  Inspector  will  point  out  all  de¬ 
ficiencies  and  will  discuss  all  require¬ 
ments  with  the  owner  or  his  representa¬ 
tive.  Normally,  the  marine  inspector  will 
list  all  such  requirements  which  have  not 
been  completed  and  present  the  list  to 
the  owner  or  his  representative. 

(b)  In  any  case  where  the  owner  of  a 
vessel  or  his  representative  desires  fur¬ 
ther  clarification  of,  or  reconsideration  of 
any  requirement  placed  against  his  ves¬ 
sel,  he  may  discuss  the  matter  with  the 
Officer  In  Charge,  Marine  Iupeotian. 


(a)  Where  in  this  subchapter  It  Is  pro¬ 
vided  that  a  particular  fitting,  appliance, 
apparatus,  or  equipment,  or  type  thereof, 
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Subpart  175.25 — Special 
Consideration 

§  175.25—1  By  Officer  in  Charge,  Ma¬ 
rine  Inspection. 

(a)  In  applying  the  provisions  of  Parts 
177,  178,  180,  181,  182,  183,  and  184  of 
this  subchapter,  the  Officer  In  Charge, 
Marine  Inspection,  may  give  special  con¬ 
sideration  to  departures  from  the  specific 
requirements  when  special  circum¬ 
stances  or  arrangements  warrant  such 
departures. 

(R.S.  4488,  aa  amended,  4401,  as  amended:  48 
US.O.  481,  480)  | CGFR  60-84,  35  Fit.  0315. 
Sept.  30,  1080,  aa  amended  by  CGFR  68-33, 
S3  Pit.  5735,  Apr.  13,  1068] 

Subpart  175.27 — Adoption  of  Stand¬ 
ards  and  Specifications 

Sotrmci:  The  provision*  of  this  Subpart 
175.37  contained  In  CGFR  68-83,  83  Pit. 
18900,  Dec.  18,  1988. 

g  175.27—1  General. 

(a)  In  this  subchapter  portions  or  the 
entire  text  of  certain  Industrial  stand¬ 
ards  and  specifications  are  referred  to  as 
the  governing  requirements  for  mate¬ 
rials.  equipment,  tests,  or  procedures  to 
be  followed.  These  standards  and  speci¬ 
fication  requirements  sepcifleally  re¬ 
ferred  to  In  this  subchapter  shall  be  the 
governing  requirements  for  the  subject 
matters  covered  unless  specifically  lim¬ 
ited,  modified,  or  replaced  by  other  reg¬ 
ulations  In  this  subchapter. 

<b)  As  used  in  this  subchapter  refer¬ 
ences  to  Industry  standards,  such  as 
those  established  by  the  American  Bu¬ 
reau  of  Shipping,  Lloyd's  Register  of 
Shipping  or  other  recognised  classifica¬ 
tion  society,  and  others,  mean  that  the 
Coast  Guard  uses  such  standards  as  a 
guide  with  respect  to  the  subjects  cov¬ 
ered,  and  under  normal  conditions  will 
accept  machinery,  etc.,  meeting  the  re¬ 
quirements  of  such  standards.  Such 
standards  are  not  adopted  as  the  govern¬ 
ing  requirements  and  made  a  part  of 
the  regulations  in  this  subchapter  by 
reference. 

(c)  In  this  subpart  are  listed  the  or¬ 
ganizations  publishing  standards  and 
specifications  which  are  adopted  by  ref¬ 
erence.  The  standards  and  specifications 
may  be  obtained  direct  from  the  organi¬ 
zation  issuing  the  standard  or  specifica¬ 
tion. 

(Sec.  653,  80  Stat  883,  M  amended;  8  CA.O. 
553) 


g  175.27—5  American  Boat  and  Yacht 
Council,  Inc.  (ABYC), 

(a)  The  materials  as  referenced  in  this 
subchapter  from  standards  published  by 
the  American  Boat  and  Yacht  Council, 
Inc.,  In  effect  on  the  date  equipment  is 
manufactured,  are  adopted  and  shall 
form  a  part  of  the  regulations  in  this 
subchapter.  Copies  of  the  referenced 
materials  may  be  obtained  from  the 
American  Boat  and  Yacht  Council,  Inc., 
420  Lexington  Avenue,  New  York,  N.Y. 
10017. 

g  175.27—20  Yacht  Safety  Bureau  (YSB). 

(a)  The  materials  as  referenced  In  this 
subchapter  from  standards  published  by 
the  Yacht  Safety  Bureau,  in  effect  on  the 
date  equipment  Is  manufactured,  are 
adopted  and  shall  form  a  part  of  the 
regulations  in  this  subchapter.  Copies  of 
the  referenced  materials  may  be  obtained 
from  the  Yacht  Safety  Bureau.  336  Old 
Hook  Road,  Westwood,  N.J.  07676. 

Subparl  175.30 — Appeals 
g  175.30—1  Right  of  appeal. 

(a)  Whenever  any  person  directly  In¬ 
terested  in  or  affected  by  any  decision 
or  action  of  any  Officer  In  Charge. 
Marine  Inspection,  shall  feel  aggrieved 
by  such  decision  or  action,  he  may  appeal 
therefrom  to  the  Coast  Guard  District 
Commander  having  jurisdiction  and  a 
like  appeal  shall  be  allowed  from  any  de¬ 
cision  or  action  of  the  Coast  Guard 
District  Commander  to  the  Comman¬ 
dant,  whose  decision  shall  be  final:  Pro¬ 
vided,  however.  That  application  for 
such  reexamination  of  the  case  by  a 
Coast  Guard  District  Commander  or  by 
the  Commandant  shall  be  made  within 
30  days  after  the  decision  or  action  ap¬ 
pealed  from  shall  have  been  rendered  or 
taken. 

PART  1 76— INSPECTION  AND 
CERTIFICATION 

Subpart  176.01— CertMcate  of  InipacMwi 

See. 

176.01-1  When  required— 8. 

178.01-8  When  required — L. 

178.01-6  Description. 

176  01-10  How  to  obtain  or  renew. 

176.01-16  Period  of  validity. 

176.01-30  Routes  permitted. 

176.01-36  Passengers  permitted. 

176.01-37  Permit  to  proceed  to  another  port 
for  repair — L. 

176.01-30  Permit  to  carry  excursion  party. 
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8*0. 

176.01-S8  Certificate  o f  Inspection  amend¬ 
ment. 

176.01-40  Porting. 

Subport  1 76.05— -Inspection  for  Certification 
176.04-1  General. 

176.06-A  Initial  Inspection  for  certification. 
176.04-10  Subsequent  Inspections  for  cer¬ 
tification. 

Subperl  176.10— Relnspedion 

176.10- 1  When  made. 

176.10- 6  Scope. 

Subperl  176.15— Drydecking  or  Hauling  Out 

176.14- 1  When  required. 

176.14- 4  Scope  of  drydock  examination. 

176.16-10  Notice. 


as  amended;  46  U.S.C.  391,  392,  399,  404,  435, 
451. 

Souxcx:  The  provisions  of  this  Part  176 
contained  In  CGFR  60-44,  24  Fit.  9810,  Sept. 
29,  1960,  unless  otherwise  noted. 

Subpart  776.01 — Certificate  of 
Inspection 

§  176.01—1  When  required — S. 

(a)  Except  as  noted  In  this  subpart, 
every  vessel  subject  to  Inspection  and  cer¬ 
tification  shall,  when  carrying  more  than 
six  passengers,  have  on  board  a  valid 
certificate  of  Inspection,  Form  CO-3753, 
and  shall  be  operated  in  compliance 
therewith. 

(Sec.  4, 70  Stat.  153;  48  VS.C.  390c) 


Subpart  176.20 — Repair?  and  Alterations 

176.20-1  Permission  required. 

17620-8  Inspection  required. 


Subpart  176.25 — Materiel  Inspections 


17625-1 

17625-6 

17624-10 

17626-15 

17624-20 

17624-22 

17624-24 

17628-27 

17624-30 

17626-32 

17626-36 

17624-40 

17624-44 

17624-60 


Inspection  standards. 

Hull. 

Machinery. 

Electrical. 

Ufesavlng  equipment — 8. 
Lifesaving  equipment — L. 

Fire  extinguishing  equipment— 0. 
Fire  extinguishing  equipment — L 
Pressure  vessels — S. 

Pressure  vessels — L. 

Steering  apparatus. 

Miscellaneous  systems  and  equip¬ 
ment. 

Sanitary  Inspection. 

Unsafe  practices. 


Subpart  1 76.30— limitations  #f  Inspections 
17820-1  Marine  Inspector  not  limited. 


Subpart  1 76.35— International  Convention  for 
Safety  of  life  at  Sea,  1960 

17624-1  Vessels  subject  to  requirements. 
17626-6  International  voyage. 

17624-10  Voyage  between  continental  Unit¬ 
ed  States  and  Hawaii  or 
Alaska  or  between  Hawaii  and 
Alaska. 

17626-14  Paaeenger  Ship  Safety  Certificate. 
17624-20  Exemption  Certificate. 

17624-26  Posting  of  Convention  certificates. 
17624-80  Duration  of  certificates. 

AorHoarrr:  The  provisions  of  this  Part 
176  Issued  under  RH.  4404,  as  amended,  4462, 
as  amended,  sec.  3,  70  Btat.  152,  sec.  6(h)  (1), 
80  Stat.  983;  46  UB.C.  374.  416,  390b,  42 
02.0.  1686(b);  49  CFR  1.4(a),  unless  other¬ 
wise  noted.  Interpret  or  apply  RjS.  4417,  as 
amended.  4418,  aa  amended,  4421,  as  amend¬ 
ed,  4426,  as  amended,  4488,  as  amanded,  4464, 


(b)  Every  mechanically  propeller  ves¬ 
sel  of  above  15  gross  tons  Inspected  and 
certificated  under  the  provisions  of  this 
subchapter  shall,  during  the  tenure  of 
the  certificate,  be  In  full  compliance  with 
the  terms  of  the  certificate  when  carry¬ 
ing  freight  for  hire.  Any  other  vessel 
certificated  under  the  provisions  of  this 
subchapter  when  carrying  not  more  than 
6  passengers,  and  when  operating  as  a 
yacht,  commercial  fishing  vessel,  cargo 
carrier,  etc.,  will  be  subject  only  to  the 
laws,  rules  and  regulations  governing 
the  type  of  operation  In  which  It  engages. 
(RJ9.  4463,  as  amended,  aeo.  26.  41  Btat.  998. 
as  amended,  sec.  17, 64  Stat.  168,  as  amended; 
46  UH.O.  222,  882,  826p) 

(c)  If  necessary  to  prevent  delay  of 
the  vessel,  a  temporary  certificate  of  In¬ 
spection,  Form  CO-854,  shall  be  Issued 
pending  the  issuance  and  delivery  of  the 
regular  certificate  of  Inspection.  Such 
temporary  certificate  shall  be  carried  In 
the  same  manner  as  the  regular  certifi¬ 
cate  and  shall  In  all  ways  be  considered 
the  same  as  the  regular  certificate  of  In¬ 
spection  which  It  represents. 

[COFB  63-40,  28  PR.  9738.  Sept.  6.  1988] 

§  176.01—3  When  required — -L. 

(a)  Except  as  noted  in  this  subpart 
or  {  176.01-27,  no  vessel  subject  to  In¬ 
spection  and  certification  may  be  op¬ 
erated  without  a  valid  certificate  of  In¬ 
spection,  Form  CO-3753. 

(b)  If  necessary  to  prevent  delay  of 
the  vessel,  a  temporary  certificate  of  In¬ 
spection,  Form  CO-854,  shall  be  Issued 
pending  the  Issuance  and  delivery  of  the 
regular  certificate  of  Inspection.  Such 
temporary  certificate  shall  be  carried  in 
the  same  manner  as  the  regular  certtfl- 
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cate  and  shall  In  all  ways  be  considered 
the  same  as  the  regular  certificate  of 
inspection  which  it  represents. 

(c)  Nothing  in  this  subpart  shall  pre¬ 
rent  a  vessel  upon  a  regularly  established 
line  from  a  port  In  the  United  States  to  a 
port  of  a  foreign  country  not  contiguous 
to  the  United  States  whose  certificate  of 
Inspection  expires  at  sea  or  while  said 
vessel  is  in  a  foreign  port  or  a  port  of 
Hawaii  from  lawfully  completing  her 
voyage  without  the  valid  certificate  of 
Inspection  or  temporary  certificate  re¬ 
quired  by  this  section:  Provided,  That 
the  voyage  shall  be  completed  within  30 
days  after  the  expiration  of  the  certifi¬ 
cate  of  Inspection.  No  such  vessel  shall 
depart  if  its  certificate  of  inspection  will 
expire  within  15  days  of  the  date  of  sail¬ 
ing  unless  the  voyage  will  be  completed 
before  such  expiration. 

1COPR  S3— 40,  28  Pfi.  973S,  Sept.  8,  1083. 
u  amended  by  CO  72-63  R,  87  FJl.  12402, 
June  24, 1072] 

§  176.01—5  Description. 

(a)  The  certificate  of  inspection  is¬ 
sued  to  a  vessel  will  describe  the  vessel, 
the  route  which  she  may  travel,  the 
minimum  manning  requirements,  the 
major  lifesaving  equipment  carried,  the 
minimum  fire  extinguishing  equipment 
and  life  preservers  required  to  be  car¬ 
ried.  the  maximum  number  of  passen¬ 
gers  and  the  maximum  number  of 
persons  which  may  be  carried,  the  name 
of  the  owner  and  operator,  and  such 
conditions  of  operations  as  may  be  de¬ 
termined  by  the  Officer  In  Charge.  Ma¬ 
rine  inspection. 

(RA  4468,  as  amended.  4488,  as  amended, 
sac.  as,  41  Btat.  008,  as  amended;  46  UiJ.C. 
828.  481,  882.  Treasury  Department  Orders 
120,  July  81.  1060,  IS  M.  8621;  187-38,  Oc¬ 
tober  26.  1059,  24  FJR.  8887)  [OOFR  80-118, 
88  PJR.  8868.  Apr.  80.  1070] 

g  176.01-10  How  to  obtain  or  renew. 

(a)  S  and  t.  The  certificate  of  in¬ 
spection  shall  be  obtained  or  renewed 
by  malting  application  for  Inspection  on 
Form  CO-3753,  Application  for  Inspec¬ 
tion  of  U.S.  Vessel,  to  the  Coast  Quard 
Marine  Inspection  Office  located  in,  or 
nearest  the  port  at  which  the  inspection 
Is  to  be  made.  The  application  forms 
are  available  at  any  local  Coast  Guard 
Marine  Inspection  Office. 

(b)  S  and  L,  The  application  for  in¬ 
itial  Inspection  of  a  vessel  being  newly 
constructed  or  converted  shall  be  sub¬ 
mitted  prior  to  the  start  of  such  con¬ 


struction  or  conversion.  Information 
and  requirements  or  pl&ns  are  in  Sub¬ 
part  177.05  of  this  subchapter. 

(c)  S  and  L.  The  construction,  ar¬ 
rangement  and  equipment  of  all  vessels 
shall  be  acceptable  to  the  cognizant 
Officer  in  Charge,  Marine  Inspection,  as 
a  prerequisite  of  the  issuance  of  the 
initial  certificate  of  Inspection.  Such 
acceptance  will  be  based  on  the  informa¬ 
tion,  specifications,  drawings  and  calcu¬ 
lations  available  to  the  Officer  in  Charge. 
Marine  Inspection,  and  on  the  successful 
completion  of  an  initial  inspection  for 
certification. 

(d)  S.  Certificates  of  inspection  will 
be  renewed  by  the  Issuance  of  new  cer¬ 
tificates  of  Inspection.  Such  renewal  will 
normally  be  made  trlennlally  upon  ex¬ 
piration  of  the  old  certificate  of  inspec¬ 
tion  but  may  be  made  at  any  time  within 
the  three  years  upon  proper  application. 

(e)  L.  Certificates  of  inspection  will 
be  renewed  by  the  Issuance  of  new  cer¬ 
tificates  of  inspection.  Such  renewal 
will  normally  be  made  annually  upon 
expiration  of  the  old  certificate  of  Inspec¬ 
tion  but  may  be  made  at  any  time  within 
the  year  upon  proper  application. 

(f)  S  and  L.  The  condition  of  tha 
vessel  and  its  equipment  shall  be  accept¬ 
able  to  the  cognizant  Officer  In  Charge, 
Marine  Inspection,  as  a  prerequisite  of 
the  certificate  of  Inspection  renewal. 
Such  acceptance  will  be  based  on  the 
condition  as  found  at  the  periodic  In¬ 
spection  for  certification. 

[COFH  68-40.  28  FJt.  9737,  Sept.  8.  1983.  «a 
•mended  by  OOFR  64-19, 20  FJl.  7862.  June  S. 
1964] 

§  176.01—15  Period  of  validity. 

in)  S.  A  certificate  of  Inspection  will 
be  Issued  for  a  period  of  three  years,  and 
will  remain  valid  for  such  period  un¬ 
less  renewed,  revoked,  suspended,  or  sur¬ 
rendered. 

(b)  L.  A  certificate  of  inspection  will 
be  issued  for  a  period  of  one  year  and 
will  remain  valid  for  such  period  unless 
renewed,  revoked,  suspended,  or  surren¬ 
dered. 

(c)  S  and  L.  A  certificate  of  Inspec¬ 
tion  may  be  revoked,  or  suspended  and 
withdrawn  by  the  Officer  in  Charge, 
Marine  Inspection,  at  any  time  for  non- 
compliance  with  the  provisions  of  this 
subchapter  or  requirements  established 
thereunder. 

[COFR  63-40,  28  FR  0737,  Sept.  6.  1983] 
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§  176.01—20  Route*  permitted. 

<a)  The  are*  of  operation  permitted 
each  vessel  shall  be  as  designated  by  the 
Officer  In  Charge,  Marine  Inspection. 
Such  area  of  operation  shall  be  described 
on  the  certificate  of  Inspection  under  the 
major  headings  “ocean,”  “coastwise,” 
"Great  Lakes,”  “lakes,  bays,  and  sounds,” 
or  “rivers,”  as  applicable.  Further  limi¬ 
tations  Imposed  or  extensions  granted 
shall  be  described  by  reference  to  bodies 
of  waters,  geographical  points,  distance 
from  geographical  points,  distances  from 
land,  depths  of  channel,  limita¬ 

tions,  etc. 

(b)  Operation  of  vessels  on  routes  of 
lesser  severity  than  those  specifically 
described  or  designated  on  the  certificate 
of  Inspection  will  be  permitted.  The  gen¬ 
eral  order  of  severity  Is  considered  to  be 
ocean;  coastwise;  Great  Lakes;  lakes, 
bays,  and  sounds;  and  rivers.  Differences 
In  local  conditions  of  operation,  as  re¬ 
ferred  to  In  paragraph  (a)  of  this  section, 
may  need  to  be  taken  into  account. 

(c)  Non-self -propelled  vessels  shall.  In 
general,  be  limited  to  routes  other  than 
“ocean”  or  “coastwise.” 

§  176.01—25  Passenger*  permitted. 

(a)  The  maximum  number  of  passen¬ 
gers  permitted  to  be  carried  on  a  vessel 
shall  be  as  determined  by  the  Officer  In 
Charge,  Marine  Inspection,  having  Juris¬ 
diction  and  shall  be  stated  on  the  vessel’s 
certificate  of  inspection. 

(RJS.  4403.  as  amended,  4488,  as  amended, 
sac.  38.  41  8 tat.  998,  as  amended;  48  UiJ.O. 
*22.  481,  882) 

(b)  ""ir  maximum  mimtirr  nf  paieim 
gers  permitted  on  any  vessel  of  reason¬ 
able  design  and  proportions  may  be  de¬ 
termined  by  length  of  rail  criteria,  deck 
area  criteria,  or  fixed  seating  criteria, 
whichever  permits  the  greatest  number. 
Where  seats  are  provided  In  one  passen¬ 
ger  space  and  are  not  provided  In  other 
passenger  spaces,  the  number  of  passen¬ 
gers  permitted  may  be  the  sum  of  the 
number  permitted  by  the  seating  criteria 
for  the  space  having  seats  and  the  num¬ 
ber  permitted  by  the  area  criteria  for  the 
space  having  no  seats.  For  vessels  oper¬ 
ating  on  short  runs  on  protected  waters 
such  as  ferry  vessels,  the  Officer  In 
Charge,  Marine  Inspection  may  give 
special  consideration  to  Increases  In  pas¬ 
senger  allowances. 

(1)  Length  of  rail  criteria.  One  pas¬ 
senger  may  be  permitted  for  each  30 


Inches  of  rail  space  available  to  the  pas¬ 
sengers  at  the  vessel's  sides  and  across 
the  transom. 

(2)  Deck  area  criteria.  One  passen¬ 
ger  may  be  permitted  for  each  10  square 
feet  of  deck  area  available  for  the  pas¬ 
sengers’  use.  In  computing  such  deck 
area,  the  areas  occupied  by  tbe  following 
shall  be  excluded: 

(I)  Concession  stands. 

(II)  Toilets  and  washrooms. 

(III)  Companlonways,  stairways,  etc. 

(iv)  Spaces  occupied  by  and  necessary 
for  handling  lifesaving  equipment. 

(v)  Spaces  below  deck  which  are  un¬ 
suitable  for  passengers  and  which  would 
not  normally  be  used  by  passengers. 

(vl)  Interior  passageways  less  than  30 
Inches  wide  and  passageway*  on  the 
open  deck  less  than  18  Inches  wide. 

(3)  Fixed  seating  criteria.  One  pas¬ 
senger  may  be  permitted  for  each  18 
inches  of  width  of  fixed  seating  provided. 
Regulations  covering  the  Installation  of 
fixed  seating  are  contained  In  1  177.30-1 

(c)  of  this  subchapter. 

(c)  Notwithstanding  the  number  of 
passengers  permitted  by  any  of  the  cri¬ 
teria  described  In  paragraph  (b)  of  this 
section,  the  maximum  number  may  be 
further  limited  by  stability  or  subdivision 
considerations. 

leant  60-54.  25  Pit.  9319.  Sept.  29.  1960, 
a*  amended  by  COFR  68-32,  83  Pit.  6725, 
Apr.  12.  1968] 

§  176.01—27  Permit  to  proceed  to  an¬ 
other  port  for  repair — L. 

(a)  The  Officer  In  Charge,  Marine  In¬ 
spection,  may  Issue  a  permit  to  proceed 
to  another  port  for  repair.  Form  CO-948, 
to  a  vessel  if  In  his  Judgment  It  can  be 
done  with  safety  even  If  the  certificate 
of  inspection  of  the  vessel  has  expired  or 
is  about  to  expire. 

(b)  Such  permit  will  only  be  Issued 
upon  the  written  application  of  the  mas¬ 
ter,  owner,  or  agent  of  the  vessel. 

(c)  The  permit  will  state  upon  its  face 
the  conditions  under  which  It  is  issued 
and  whether  or  not  tbe  vessel  is  permit¬ 
ted  to  carry  freight  or  passengers.  Pas¬ 
sengers  may  not  be  carried  if  the 
certificate  of  inspection  has  expired,  ex¬ 
cept  as  provided  under  1 178.01-3  (c) . 

(d)  The  permit  shall  be  carried  in  a 
manner  similar  to  that  described  in 
1  178.01-40  for  a  certificate  of  Inspection. 
[COFR  88-40,  38  PR.  9TS7,  Sept.  8,  1881] 
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g  176.01—30  Permit  to  carry  excursion 
party. 

(a)  A  vessel  may  be  permitted  to  en¬ 
gage  In  a  temporary  excuslon  operation 
with  a  greater  number  of  passengers 
and/or  on  a  more  extended  route  than 
permitted  by  its  certificate  of  inspection 
when  in  the  opinion  of  the  Officer  in 
Charge,  Marine  Inspection,  the  opera¬ 
tion  can  be  undertaken  with  safety.  A 
“Permit  To  Carry  Excursion  Party," 
Form  CG-849,  shall  be  a  prerequisite  of 
such  an  operation. 

(b)  Any  Officer  in  Charge,  Marine  In¬ 
spection,  having  jurisdiction  may  issue 
a  permit  to  carry  excursion  party  upon 
the  written  application  of  the  operator, 
owner  or  agent  of  the  vessel. 

(c)  An  inspection  either  general  or 
partial,  depending  upon  the  circum¬ 
stances,  may  be  made  prior  to  the  Issu¬ 
ance  of  a  permit  to  carry  excursion 
party. 

(d)  The  permit  will  state  upon  its  face 
the  conditions  under  which  it  is  issued, 
the  number  of  passengers  the  vessel  may 
carry,  the  crew  required,  any  additional 
lifesaving  or  safety  equipment  which  will 
be  required,  the  route  for  which  the  pre- 
mlt  is  granted,  and  the  dates  on  which 
the  permit  will  be  valid. 

(e)  The  permit  when  used  shall  be 
carried  with  the  certificate  of  inspection. 
Any  vessel  to  which  a  permit  to  carry 
excursion  party  has  been  Issued  shall, 
during  the  tenure  of  the  permit,  be  in 
full  compliance  with  the  terms  of  its 
certificate  of  inspection  as  supplemented 
by  such  permit. 

(RJ9.  4446.  m  amended.  4488,  ms  amended 
4STTJB.C.  453.  481)  (COFR  80-44,  26  PR.  9319, 
Sept.  39,  1940,  as  amended  by  COFR  68-33, 
S3  PJ%.  6735.  Apr.  13.  1968 1 

I  176.01-35  Certificate  of  inspection 
amendment. 

(a)  A  certificate  amending  a  valid 
certificate  of  inspection  may  be  Issued  at 
any  time  by  any  Officer  in  Charge,  Ma¬ 
rine  Inspection,  having  Jurisdiction  over 
the  vessel.  The  “Certificate  of  Inspec¬ 
tion  Amendment,”  Form  CO-868,  may  be 
issued  to  authorize  and  record  a  change 
in  the  character  of  a  vessel  or  In  her 
route,  equipment,  etc.,  as  specified  In  her 
certificate  of  Inspection  previously  Is¬ 
sued  and  currently  valid. 

(b)  Notification  and  a  request  for  a 
certificate  of  inspection  amendment 
shall  be  made  to  the  Officer  in  Charge, 
Marine  Inspection,  having  Jurisdiction, 


by  the  operator,  owner,  or  agent  of  the 
vessel  at  any  time  there  is  a  change  in 
the  character  of  a  vessel  or  In  her  route, 
equipment,  ownership,  etc.,  as  specified 
in  her  certificate  of  Inspection  previously 
Issued  and  currently  valid. 

(c)  An  Inspection,  either  general  or 
partial  depending  on  the  circumstances, 
may  be  made  prior  to  the  issuance  of  a 
certificate  of  inspection  amendment 

(d)  A  certificate  of  inspection  amend¬ 
ment,  when  issued,  shall  become  a  part 
of  the  certificate  which  it  amends,  and 
shall  be  carried  with  the  certificate  of 
inspection. 

[COFR  60-64,  25  F.R.  9319,  Sept.  39,  1960,  U 
amended  by  COFR  64-19, 39  F.R.  7362,  June  6, 
1964] 

g  176.01-40  Posting. 

(a)  The  certification  of  inspection 
shall,  in  general,  be  framed  under  glass  or 
other  transparent  material  and  posted 
in  a  conspicuous  place.  When  the  fram¬ 
ing  of  the  certificate  would  be  imprac¬ 
ticable.  the  certificate  of  inspection  shall 
be  kept  on  board  to  be  shown  on  demand. 
(RA.  4423,  as  amended;  48  tJB.C.  400) 

Subpart  1 76.05 — Inspection  for 
Certification 
8  176.05-1  General. 

(a)  An  inspection  for  certification  is  a 
prerequisite  of  the  issuance  of  a  cer¬ 
tificate  of  Inspection.  Such  Inspection 
will  be  made  only  upon  the  written  ap¬ 
plication  of  the  operator,  owner  or  agent 
on  Form  CO-3762  to  the  Officer  In 
Charge,  Marine  Inspection,  having  Juris¬ 
diction. 

§  176.05—5  Initial  inspection  for  certifi¬ 
cation. 

(a)  The  initial  Inspection  shall  in¬ 
clude  an  Inspection  of  the  structure,  ma¬ 
chinery,  and  equipment,  including  the 
outside  of  the  vessel’s  bottom  and  un¬ 
fixed  pressure  vessels. 

(b)  In  the  case  of  a  vessel  being  newly 
constructed  or  converted,  the  Initial  in¬ 
spection  may  consist  of  a  series  of  In¬ 
spections  during  the  construction  or  con¬ 
version. 

(c)  The  inspection  shall  be  such  as  to 
Insure  that  the  arrangement,  materials 
and  scantlings  of  the  structure,  piping, 
main  and  auxiliary  machinery,  electrical 
Installations,  lifesaving  appliances,  fire 
extinguishing  equipment,  pollution  pre¬ 
vention  equipment,  and  all  other  equip¬ 
ment  comply  with  the  regulations  in 
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this  subchapter  to  the  extent  they  are 
applicable  to  the  vessel  being  Inspected, 
and  are  In  accordance  with  such  ap¬ 
proved  plans  as  may  be  required  by  Sub¬ 
part  177.05  of  this  subchapter.  The  In¬ 
spection  shall  also  be  such  as  to  Insure 
that  the  materials,  workmanship  and 
condition  of  all  parts  of  the  vessel  and 
Its  machinery  and  equipment  are  In  all 
respects  satisfactory  for  the  service  In¬ 
tended,  and  that  the  vessel  Is  In  posses¬ 
sion  of  a  valid  certificate  Issued  by  the 
Federal  Communications  Commission,  If 
required. 

(Sec.  3ll())  (1)  (C)  or  the  Federal  Water 
Pollution  Control  Act,  86  Stat.  816,  888; 
National  Environmental  Policy  Act  of  1869, 
83  Stat.  852;  33  OS.O.  1181(J)  (1)  (C).  42 
UJ9.C.  4321  et  seq.;  E.O.  11548;  3  CFR.  1988- 
1970  Comp.,  p.  949;  49  CFR  1.46(m)) 
[COFR  68-32.  33  FR  6726,  Apr.  12,  1988  as 
amended  by  COD  71-161R,  37  FR  28283,  Dec. 
21. 1972] 

S  17  6. OS- 10  Subsequent  inspections  for 
certification. 

la)  An  inspection  for  renewal  of  a 
certificate  of  Inspection  shall  Include  an 
Inspection  of  the  structure,  machinery 
and  equipment.  The  Inspection  shall  be 
such  as  to  Insure  that  the  vessel,  as  re¬ 
gards  the  structure,  piping,  main  and 
auxiliary  machinery,  electrical  Installa¬ 
tions,  lifesaving  appliances,  fire  extin¬ 
guishing  equipment,  pollution  preven¬ 
tion  equipment  and  other  equipment.  Is 
In  satisfactory  condition  and  fit  for  the 
service  for  which  It  Is  Intended  and  that 
It  complies  with  the  regulations  In  this 
subchapter  to  the  extent  that  such  regu¬ 
lations  are  applicable  to  the  vessel  being 
Inspected. 

(b)  At  each  Inspection  for  certifica¬ 
tion,  the  Inspector  shall  examine  the 
vessel  to  determine  that  It  meets  the 
vessel  design  and  equipment  require¬ 
ments  for  pollution  prevention  In  33  CFR 
Part  155,  Subpart  B. 

(Sec.  811  (])  (1)  (O)  and  (D)  of  the  Federal 
Water  Pollution  Control  Act,  86  Stat.  818, 
888;  National  Environmental  Policy  Act  of 
1969,  S3  Stat.  862;  33  UA.C.  11«1(J)  (1>  (O) 
and  (D).  42  DS  C.  4321,  et  eeq.;  E.O.  11848; 
•  CFR,  1966-lwTO  Comp.,  p.  949;  49  CFR  1.48 
(m) )  [COFR  60-54,  25  FR  9319,  Sept.  29. 
1980,  ea  amended  by  COD  71-161R,  87  FR 
28263,  Dec.  21, 1972] 

Subpart  176.10 — Relnspectfon 
1 176.10-1  When  made. 

(a)  S.  At  least  two  relnspeetlons 
shall  be  made  on  each  vessel  within  each 


triennial  Inspection  period.  When  pos¬ 
sible  these  relnspeetlons  will  be  made  at 
approximately  equal  Intervals  between 
triennial  Inspections  for  certification, 
but  may  be  made  at  such  other  times  as 
may  be  required  by  the  Officer  in  Charge. 
Marine  Inspection. 

(b)  L.  Vessels  in  this  category  are 
not  required  to  be  reinspected  between 
annual  Inspections,  except  where  specifl-  < 
cally  deemed  necessary  by  the  Officer  In 
Charge,  Marine  Inspection. 

[COFR  83-40,  28  F.R.  9787,  Sept.  S.  IMS] 


(a)  In  general,  the  scope  of  the  re- 
lnspection  shall  be  the  same  as  for  the 
triennial  Inspection  for  certification,  but 
will  be  In  less  detail  unless  It  la  deter¬ 
mined  that  a  major  change  has  occurred 
since  the  last  inspection  for  certification. 

(b)  The  marine  inspector  shall  ex¬ 
amine  all  accessible  parts  of  the  vessel’s 
hull,  mschlnery,  and  equipment  to  be 
assured  that  they  are  In  a  satisfactory 
condition. 

Subparf  176.15 — Drydocking  or 
Hauling  Out 


la)  Except  for  extensions  as  author¬ 
ized  by  the  Commandant,  all  vessels 
shall  be  drydocked  or  hauled  out  and 
made  available  for  examination,  and 
shall  be  examined  by  a  marine  inspector 
within  the  periods  set  forth  In  this  para¬ 
graph,  depending  upon  the  service. 

(1)  Each  vessel  shall  be  drydocked  or 
hauled  out  at  Intervals  not  to  exceed  18 
months  If  It  operated  In  salt  water  a 
total  of  more  than  9  months  In  the  18- 
month  period  since  it  was  last  drydocked 
or  hauled  out. 

(2)  Each  vessel  shall  be  drydocked  or 
hauled  out  at  Intervals  not  to  exceed  38 
months  If  it  operated  in  salt  water  a 
total  of  8  months  or  less  In  each  13- 
month  period  since  It  was  last  drydocked 
or  hauled  out.  When  a  vessel  exceeds 
this  total  amount  of  service  In  salt  water 
In  any  12-month  period  since  It  was  last 
drydocked  or  hauled  out,  it  shall  be  dry¬ 
docked  or  hauled  out  within  6  months 
after  the  end  of  that  period  or  within  the 
38-month  Interval,  whichever  is  earlier. 

(3)  Each  vessel  shall  be  drydocked  or 
hauled  out  at  Intervals  not  to  exceed  80 
months  If  it  operates  exclusively  In  fresh 
water. 


g  176.15—1  When  required. 


§  176.10-5  Scope. 
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5  176.85-1 


(b)  Whenever  a  vessel  Is  drydocked  or 
hauled  out  In  excess  of  the  requirement* 
of  this  section,  an  examination  may  be 
made  by  a  marine  Inspector. 

(corn  eo-M,  as  fa.  0319,  sept.  39.  loco,  a* 
•mended  by  COFB  63-17,  37  FA  9048,  Sept. 
11.  1963) 

8  176. IS— 5  Scope  of  drydock  examine* 
lion. 

(a)  A  periodic  examination  made  In 
accordance  with  the  requirements  of  this 
subpart  shall  Include  the  underwater 
hull  and  appendages,  propellers,  shaft¬ 
ing,  stem  bearings,  rudders,  through- 
hull  fittings,  sea  valves  and  strainers,  and 
shall  be  of  sufficient  scope  to  determine 
that  these  Items  are  In  a  satisfactory 
condition  for  the  service  Intended. 

(1)  Any  part  or  all  of  the  propeller 
shafting  may  be  required  to  be  drawn 
for  examination  of  the  shafting  and  stem 
bearing. 

(3)  Sea  chests,  sea  valves,  and  sea 
strainers  may  be  required  to  be  opened 
for  Internal  examination. 

(b)  Drydock  examinations  In  excess  of 
the  periodic  examinations  required  by 
this  subpart  may  be  of  the  same  scope  as 
a  periodic  examination  or  may  be  a  par¬ 
tial  examination  depending  on  the  cir¬ 
cumstances. 

8  176.15-10  Notice. 

(a)  Whenever  any  vessel  is  to  be  dry- 
docked  or  hauled  out  lr  compliance  with 
1 170.16-1,  or  to  carry  out  major  repairs 
or  alterations  affecting  the  safety  or  sea¬ 
worthiness  of  the  vessel,  it  shall  be  the 
duty  of  the  person  In  charge  of  the  vessel, 
the  owner,  or  the  agent  to  report  the 
same,  together  with  the  nature  of  any 
repairs  or  alterations  contemplated,  as 
far  In  advance  as  practicable  to  the  Of¬ 
ficer  in  Charge.  Marine  inspection,  In 
order  that  an  examination  may  be  made 
by  a  marine  Inspector.  Such  notification 
may  be  made  verbally  at  the  Marine  In¬ 
spection  Office  of  the  Officer  In  Charge. 
Marine  Inspection,  having  Jurisdiction, 
or  It  may  be  made  by  telephone,  tele¬ 
graph.  letter  or  similar  means  of  com¬ 
munication. 

(b)  Whenever  a  vessel  Is  drydocked  or 
hauled  out,  In  excess  of  the  requirements 
of  this  subpart,  for  the  purpose  of  minor 
repairs,  such  as  changing  a  propeller, 
painting  or  cleaning  the  hull,  no  report 
need  be  made  to  the  Officer  in  Charge, 
Marine  Inspection. 


Subparl  176.20 — Repairs  and 
Alterations 

§  176.20-1  PermiMion  required. 

(a)  No  major  repairs  or  alterations 
affecting  the  safety  of  the  vessel  with 
regard  to  the  hull,  machinery,  or  equip¬ 
ment,  shall  be  made  without  the  knowl¬ 
edge  and  approval  of  the  Officer  in 
Charge.  Marine  Inspection. 

(b)  Proposed  alterations  shall  be  ap¬ 
proved  by  the  Officer  in  Charge,  Marine 
Inspection,  before  work  Is  started.  Draw¬ 
ings,  sketches  or  written  specifications 
describing  the  alterations  In  detail  may 
be  required  by  the  Officer  in  Charge. 
Marine  Inspection. 

(c)  Drawings  will  not  be  required  for 
repairs  or  replacements  in  kind. 

§  176.20-5  Inspection  required. 

(a)  An  inspection,  either  general  or 
partial,  depending  upon  the  circum¬ 
stances,  may  be  made  whenever  any  ma¬ 
jor  repairs  or  alterations  are  undertaken. 

Subpart  176.25— Material 
Inspections 

6  176.25—1  Inspection  standards. 

(a)  Vessels  shall  be  inspected  for  com¬ 
pliance  with  the  standards  required  by 
this  subchapter.  For  items  not  covered 
by  standards  In  this  subchapter.  Inspec¬ 
tion  shall  be  In  accordance  with  stand¬ 
ards  acceptable  to  the  Officer  In  Charge. 
Marine  inspection,  as  good  marine 
practice. 

(BA  4488,  as  amended;  46  VJB.0. 481) 

(b)  In  the  application  of  Inspection 
standards  due  consideration  will  be  given 
to  the  hazards  involved  In  the  operation 
permitted  by  a  vessel’s  certificate  of  In¬ 
spection.  Thus  the  standards  may  vary 
In  accordance  with  the  vessel's  area  of 
operation  or  any  other  operational  re¬ 
strictions  or  limitations. 

(c)  The  published  standards  of  recog¬ 
nized  classification  societies  (such  as  the 
American  Bureau  of  Shipping  and 
Lloyd's  Register  of  Shipping)  and  other 
recognized  safety  associations  (such  as 
the  National  Fire  Protection  Associa¬ 
tion)  may  be  used  as  a  guide  in  the  In¬ 
spection  of  vessels  Insofar  as  such 
standards  do  not  conflict  with  the  re¬ 
quirements  of  this  subchapter. 

[OQFR  80-64,  38  FA.  9319,  Sept.  39.  1960,  u 
•mended  by  OQFR  68-83,  *3  FA  >738. 
Apr.  13,  1988) 
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§  176.25-5  Hull. 

(а)  At  each  initial  and  subsequent  In¬ 
spection  for  certification,  the  marine 
Inspector  shall  view  the  vessel  afloat  and 
shall  conduct  the  following  tests  and  In¬ 
spections  of  the  hull  structure  and  Its 
appurtenances: 

(1)  Examine  all  accessible  parts  of  the 
exterior  and  interior  of  the  hull,  the 
watertight  bulkheads,  and  weather  deck. 
Where  the  Internals  of  the  vessel  are 
completely  concealed,  sections  of  the 
lining  or  ceiling  may  be  removed  or  the 
parts  otherwise  probed  or  exposed  so 
that  the  marine  Inspector  may  satisfy 
himself  as  to  the  condition  of  the  hull 
structure. 

(2)  Examine  and  test  by  operation  all 
watertight  closures  In  the  hull,  decks  and 
bulkheads. 

(3)  Check  the  condition  of  the  super¬ 
structure,  flying  bridge,  masts,  stacks, 
fishing  platforms  and  similar  arrange¬ 
ments  constructed  on  the  hull.  In  sail¬ 
ing  vessels  Inspect  all  spars,  standing 
rigging,  running  rigging,  blocks,  fittings, 
and  satis. 

(4)  Inspect  all  railings  and  bulwarks 
and  their  attachment  to  the  hull  struc¬ 
ture.  Special  attention  Is  to  be  paid  to 
insure  that  guards  or  rails  are  provided 
In  all  dangerous  places. 

(б)  Examine  all  weathertlght  closures 
above  weather  deck  and  Inspect  the  pro¬ 
visions  for  drainage  of  sea  water  from 
the  exposed  decks. 

6  176.25-10  Machinery. 

(a)  At  each  Initial  and  subsequent  In¬ 
spection  for  certification  the  marine 
Inspector  shall  examine  and  test  the 
following  Items  to  the  extent  necessary 
to  determine  that  they  are  in  proper 
operating  condition  and  fit  for  the  service 
for  which  they  are  Intended: 

(1)  It atn  propulsion  machinery.  The 
marine  Inspector  may  require  that  the 
main  propulsion  machinery  be  operated 
both  ahead  and  astern.  The  attached 
auxiliary  machinery  and  cooling  water 
system  shall  be  checked. 

(2)  Engine  starting  system.  Alternate 
methods  of  starting  shall  be  checked. 

(3)  Engine  control  mechanisms.  Such 
mechanisms  shall  be  tested  by  operation 
and  examined,  visually,  throughout  their 
length. 

(4)  Auxiliary  machinery.  All  ma¬ 
chinery  essential  to  the  routine  operation 
at  the  vessel  shall  be  cheeked. 

(5)  Fuel  systems.  Tanks,  tank  vents 
and  other  appurtenances,  piping  and  pipe 


fittings  shall  be  checked.  The  fuel  sys¬ 
tems  for  the  main  propulsion  engines,  all 
auxiliaries  and  all  other  fuel  systems 
Installed  shall  be  checked.  All  valves  In 
the  fuel  lines  shall  be  tested  by  operation 
locally  and  at  remote  operating  positions. 

(6)  Sea  valves  and  'bulkhead  closure 
valves.  All  overboard  discharge  and  in¬ 
take  valves  shall  be  checked. 

(7)  Bilge  and  drainage  systems.  The 
means  provided  for  pumping  bilges  shall 
be  tested  by  operation.  All  suction 
strainers  shall  be  examined. 

(b)  At  all  Inspections  special  attention 
shall  be  paid  to  insure  that  no  fire  haz¬ 
ards  exist  and  that  guards  or  protective 
devices  are  provided  in  all  hazardous 
places. 

g  176.25-15  Electrical. 

(a)  At  each  initial  and  subsequent 
inspection  for  certification  the  marine 
Inspector  shall  examine  and  test  the  fol¬ 
lowing  Items  to  the  extent  necessary  to 
determine  that  they  are  in  proper  oper¬ 
ating  condition,  safe  electrical  condition, 
and  fit  for  the  service  for  which  they  are 
Intended: 

(1)  Electrical  cable.  The  cable  shall 
be  examined  as  far  as  practicable  with¬ 
out  undue  disturbance  of  the  cable  or 
electrical  apparatus. 

(2)  Overload  or  circuit  protective  de¬ 
vices.  Circuit  breakers  shall  be  tested  by 
manual  operation  and  fuses  shall  be  ex¬ 
amined  visually.  The  ratings  of  fuses 
shall  be  checked  to  determine  suitability 
for  the  service  Intended. 

(3)  Rotating  machinery.  Rotating 
electrical  machinery  essential  to  the 
routine  operation  of  the  vessel  shall  be 
checked. 

(4)  Generators,  etc.  All  generators, 
motors,  lighting  fixtures  and  circuit  in¬ 
terrupting  devices  located  in  spaces  or 
areas  which  may  contain  flammable 
vapors  shall  be  checked. 

(5)  Storage  batteries.  Batteries  ah*n 
be  checked  for  condition  and  security  of 
stowage. 

(0)  Fire  protective  devices.  Electrical 
apparatus  which  operates  as  part  of,  or 
In  conjunction  with,  a  fire  protective  de¬ 
vice  installed  on  board  the  vessel  shall  be 
tested  by  operation.  The  test  shall  be 
applied  In  the  same  manner  as,  or  In  a 
manner  Intended  to  simulate,  the  actual 
operation  In  case  of  Are. 

8  176.25—20  Lifesaving  equipment — S. 

(a)  At  each  Initial  and  subsequent  in¬ 
spection  for  certification  and  relnspec- 
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tion  the  marine  Inspector  shall  Inspect 
all  lifesaving  equipment  to  determine 
its  serviceability. 

(b>  Life  preservers,  if  found  to  be  of 
approved  type  and  in  good  condition, 
shall  be  stamped  “Passed",  together  with 
the  date,  the  port  and  the  marine  inspec¬ 
tor's  initials. 

(c)  A  hydraulic  release  used  in  the  in¬ 
stallation  of  any  llferaft,  inflatable  life- 
raft.  llfefloat,  or  buoyant  apparatus  shall 
undergo  the  periodic  servicing  and 
testing  required  by  Subpart  160.062  of 
8ubchapter  Q  (Specifications)  of  this 
chapter  every  12  months  which  may  be 
extended  to  15  months  as  determined 
by  the  date  shown  on  its  inspection  tag. 
The  springs  of  a  spring-tensioned  gripe 
used  in  such  an  installation  shall  be  re¬ 
newed  when  the  accompanying  hydraulic 
release  is  serviced  and  tested. 

(d)  An  Inflatable  llferaft  must  meet 
the  following: 

(1)  The  llferaft  must  be  approved  un¬ 
der  Subpart  160.051  of  this  chapter. 

(2)  Except  as  required  in  paragraph 
(d)  (3)  of  this  section,  the  llferaft 
must  be  marked  In  accordance  with 
S  160.051-8  of  this  chapter. 

(3)  After  January  1,  1976  on  vessels 
certificated  for  Great  Lakes  service  and 
after  January  1,  1980  on  other  certifi¬ 
cated  vessels,  the  llferaft  must  show  on 
or  near  the  llferaft’s  nameplate,  and  the 
liferaft’s  container  must  show  on  or  near 
the  plate,  marking  approved  by  a  Coast 
Guard  inspector  that  is — 

(1)  An  approval  number  consisting  of 
‘‘160.051/’'  followed  by  a  number  that  is 
greater  than  49  followed  by  a  revision 
number  (e.g.  160.051/50/1) :  or 

(ii)  An  approval  number  consisting  of 
‘T 60.051/”  followed  by  a  number  that  Is 
smaller  than  50  that  la  followed  by  a  re¬ 
vision  number  (e.g.  160.051/48/1),  the 
words  “MOD.  TEMP.”,  a  Coast  Guard 
Inspector’s  initials,  and  the  date  that  an 
Inspector  found  that  the  llferaft  met 
S  160.051-5(c)  (4)  of  this  chapter. 

(Rj8.  4488.  as  amended;  4«  T7J3.C.  481 )  [COFR 
00-64,  36  FR.  0310,  Sept.  30. 1900.  u  amended 
by  OOn  63-40.  38  PR.  9787,  Sept.  6,  1908: 
COFR  08-33.  33  FR.  6720,  Apr.  12.  1908;  COD 
76-040, 40  PR  60464,  Dec.  17, 1976] 

g  176.25-22  Lifesaving  equipment — L. 

(a)  At  each  initial  and  subsequent 
Inspection  for  certification,  the  marine 
inspector  shall  Inspect  aU  lifesaving 
equipment  to  determine  its  serviceability. 

(b)  Life  preservers,  if  found  to  be  of 
approved  type  and  in  good  condition 


shall  be  stamped  “Passed,”  together  with 
the  date,  the  port  and  the  marine  in¬ 
spector's  initials. 

(c)  At  each  relnspectlon  conducted  in 
accordance  with  1 176.10-1  (b),  such  ex¬ 
amination  of  lifesaving  equipment  «h»n 
be  made  as  deemed  necessary  by  the 
Officer  in  Charge,  Marine  Inspection. 

(d)  A  hydraulic  release  used  in  the 
installation  of  any  llferaft.  Inflatable 
llferaft,  llfefloat,  or  buoyant  apparatus 
shall  undergo  the  periodic  servicing  and 
testing  required  by  subpart  160.062  of 
Subchapter  Q  (Specifications)  of  this 
chapter  every  12  months  which  may  be 
extended  to  15  months  as  determined  by 
the  date  shown  on  its  inspection  tag. 
The  springs  on  a  spring-tensioned  gripe 
used  in  such  an  installation  shall  be  re¬ 
newed  when  the  accompanying  hydraulic 
release  is  serviced  and  tested. 

(e)  An  Inflatable  llferaft  must  meet 
the  following: 

(1 )  The  llferaft  must  be  approved  un¬ 
der  Subpart  160.051  of  this  chapter. 

(2)  Except  as  required  in  paragraph 
(e)(3)  of  this  section,  the  llferaft 
must  be  marked  in  accordance  with 
g  160.051-8  of  this  chapter. 

(3)  After  January  1,  1976  on.  vessels 
certificated  for  Great  Lakes  service  and 
after  January  1,  1980  on  other  certifi¬ 
cated  vessels,  the  llferaft  must  show  on 
or  near  the  liferaft’s  nameplate,  and  the 
llferaft’s  container  must  show  on  or  near 
the  plate,  marking  approved  by  a  Coast 
Guard  inspector  that  is — 

(I)  An  approval  number  consisting  of 
“160.051/”  followed  by  a  number  that  is 
greater  than  49  followed  by  a  revision 
number  (e.g.  160.051/50/1) ;  or 

(II)  An  approval  number  consisting  of 
'T60.051/”  followed  by  a  number  that  is 
smaller  than  50  that  is  followed  by  a  re¬ 
vision  number  (e.g.  160.051/48/1),  the 
words  “MOD.  TEMP.”,  a  Coast  Guard 
inspector’s  initials,  and  the  date  that  an 
inspector  found  that  the  llferaft  met 
g  160.051-5(c)  (4)  of  this  chapter. 

(RA.  4480.  m  amended;  40  U.S.C.  481)  (COFR 
88-40.  38  PR.  9787,  Sept.  0.  1903,  aa  amended 
by  COFR  68-32,  33  FR.  6736,  Apr.  13,  I960: 
COD  76-040,  40  FR  68466,  Deo.  17,  1976] 

8  176.25-25  Fire  extinguishing  equip¬ 
ment— —S, 

(a)  At  each  initial  and  subsequent  in¬ 
spection  for  certification  and  relnspec- 
Uon  the  firefighting  equipment  of  an 
vessels  shall  be  Inspected  and  all  defi¬ 
ciencies  found  shall  be  corrected.  The 
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marine  inspector  shall  conduct  the  fol¬ 
lowing  examinations  and  tests: 

(1)  The  fire  pump  shall  be  tested  and 
the  fire  hose  shall  be  subjected  to  the 
available  fire  pump  pressure. 

(2)  All  hand  portable  fire  extinguish¬ 
ers  and  semi-portable  fire  extinguishing 
systems  shall  be  checked  as  noted  in 
Table  176.25-25(a)  (2),  and  in  addition 
shall  be  examined  for  excessive  corrosion 
and  general  condition. 


Tabl*  176.26-25(a)(2) 


Type  unit 


Teat 


Soda  add 
Foam _ 


Pomp  tank  (water 
or  antifreeze). 


Cartridge  operated 
(water,  antifreeze 
or  loaded  atraam). 


Carbon  dioxide 


Dry  chemical  (nr- 
trfdge-opereled 
type). 


Dry  chemical  (Moved 
preeeure  type). 


Discharge.  Clean  bos  and  In¬ 
side  of  extinguisher  thoroughly. 
Recharge. 

Discharge.  Clean  hose  and  In¬ 
side  of  extinguisher  thoroughly. 
Recharge. 

Discharge.  Clean  hose  and  In¬ 
side  ofextlngulsher  thoroughly . 
Recharge  with  dean  water  or 
antifreeze. 

Examine  pressure  cartridge  and 
replace  If  end  Is  pnnetured  or 
If  cartridge  Is  otherwise  deter¬ 
mined  to  hare  leaked  or  to  be 
In  unsuitable  condition.  Re¬ 
mora  liquid,  clean  hose  and 
lndde  of  extinguisher  thor¬ 
oughly.  Recharge  with  clean 
water,  solution,  or  antifreeze. 
Insert  charged  cartridge. 

Weigh  cylinders.  Recharge  II 
weight  loss  eiceeds  10  percent 
of  weight  of  charge.  Inspect 
hose  and  nozzle  to  be  sure  they 
are  clear. 

Examine  pressure  cartridge  and 
replaoe  If  and  Is  punctured  or 
If  cartridge  Is  otherwise  deter¬ 
mined  to  hare  leaked  or  to  be 
In  unsuitable  condition.  In¬ 
spect  hose  and  not  tie  to  see  It 
they  are  clear.  Insert  charged 
cartridge.  Be  sure  dry  chemi¬ 
cal  Is  free  flowing  (not  caked) 
and  chamber  oontalns  full 
charge. 

flee  that  prann  gage  Is  In  oper¬ 
ating  range.  II  not.  or  II  seal 
U  broken,  weigh  or  otherwise 
determine  that  full  charge  of 
dry  chemical  Is  In  extinguisher. 
D.“hirge  IT  pressure  Is  low  or 
If  dry  chemical  Is  needed . 


<J)  All  cylinder*  of  fixed  carbon  di¬ 
oxide  systems  shall  be  weighed  and  if  the 
weight  loss  exceeds  10  percent  of  the 
weight  of  the  charge,  they  shall  be  re¬ 
charged.  All  cylinders  shall  be  examined 
externally  and  If  excessive  corrosion  is 
found  they  shall  be  replaced. 

(b)  During  the  Inspection  for  certifi¬ 
cation  and  relnspection.  all  or  any  part 
of  the  fire  apparatus  may  be  service 
tested. 


(c)  In  addition  to  the  other  require¬ 
ments  of  this  section,  the  carbon  dioxide 
cylinders  of  all  portable  and  semi-port¬ 
able  extinguishers  and  fixed  systems 
shall  be  tested  and  marked  in  accordance 
with  the  regulations  of  the  Depart¬ 
ment  of  Transportation,  as  noted  in 
i  147.04-1  of  Subchapter  N  (Explosives 
or  Other  Dangerous  Articles  or  Sub¬ 
stances  and  Combustible  Liquids  on 
Board  Vessels)  of  this  chapter. 

Non:  Section  147.04-1  of  Subchapter  N  of 
this  chapter  Includes  requirements  that  such 
cylinders  shall  be  retested  and  re-marked 
under  the  following  conditions:  (1)  when¬ 
ever  a  cylinder  la  recharged  or  for  any  cause 
removed  from  a  vessel  subsequent  to  S  years 
from  the  latest  test  date  stamped  on  the 
shoulder  of  the  cylinder:  or.  (2)  Whenever 
a  cylinder  remains  in  place  on  a  vessel  for 
12  years  from  the  latest  teat  date  stamped 
on  the  shoulder  of  the  cylinder.  Cylinders 
retested  under  any  of  the  above  conditions 
shall  have  new  or  renewed  valve  and  safety 
relief  devices  of  the  proper  design  Installed 
in  the  cylinder. 

(RA.  4472,  as  amended,  4488,  as  amended, 
4491,  U  amended;  48  U.S.C.  170,  481,  489) 
{CQFR  80-64,  25  FA.  9319,  Bet.  39.  1960,  aa 
amended  by  CQFR  63-40,  28  FJR.  9737,  Sept. 
6.  1083:  CGFR  88-33.  31  Fit.  16298.  Dec.  8. 
1968;  CQFR  68-32,  S3  FA.  5728,  Apr.  12.  1988] 

§  176.25-27  Fire  extinguishing  equip¬ 
ment — L. 

(A)  At  each  Initial  and  subsequent  in¬ 
spection  for  certification,  the  provisions 
of  }  178.25-25  shall  apply. 

(b)  At  each  reinspection  conducted 
in  accordance  with  1 176.10-1  (b),  such 
examination  of  fire  extinguishing  equip¬ 
ment  shall  be  made  as  deemed  necessary 
by  the  Officer  in  Charge.  Marine  Inspec¬ 
tion. 

(RJS.  4473,  as  amended.  4488,  as  amended, 
4491,  aa  amended;  46  UJ3.C.  170,  481,  489) 
[CGFR  83-40,  38  FA.  9738.  Sept.  6,  1983.  aa 
amended  by  CGFR  68-33.  S3  FA.  5736,  Apr. 
13,  1988] 

§  176.25—30  Pressure  vessels — S. 

(a)  At  each  Initial  and  subsequent  In¬ 
spection  for  certification  the  marine 
inspector  shall  examine  and  test  all  boil¬ 
ers  and  unflred  pressure  vessels  to  the 
extent  necessary  to  determine  that  their 
condition  is  satisfactory  and  that  they 
are  fit  for  the  service  for  which  Intended. 
(RjS.  4433,  as  amended;  48  UA.O.  4X1) 

(b)  At  each  inspection  for  certifica¬ 
tion  after  the  initial  Inspection,  the 
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following  examinations  and  tests  shall  be 
held: 

(I)  All  boilers  and  unflred  pressure 
vessels  shall  be  examined  under  operating 
conditions. 

(3)  The  setting  of  safety  valves  or  re¬ 
lief  valves  on  boilers  and  unflred  pressure 
vessels  shall  be  checked. 

(3)  Pressure  vessels  which  required 
initial  Coast  Guard  shop  inspection  and 
stamping,  and  which  are  fitted  with  in¬ 
spection  openings  shall  be  examined  in¬ 
ternally.  Tubular  heat  exchangers,  hy¬ 
draulic  accumulators  and  those  pressure 
vessels  used  in  refrigeration  service  need 
not  be  examined  internally. 

(4)  All  pressure  vessels  that  require 
initial  Coast  Guard  shop  Inspection  and 
stamping  other  than  those  exempt  by  the 
provisions  of  this  paragraph,  shall  be 
subjected  to  hydrostatic  test  of  1*4  times 
the  maximum  allowable  working  pres¬ 
sure. 

(5)  The  following  unflred  pressure 
vessels  will  not  normally  be  subjected  to 
a  hydrostatic  test: 

(i)  Tubular  heat  exchangers. 

(II)  Pressure  vessels  used  in  refrigera¬ 
tion  service. 

(ill)  Hydraulic  accumulators. 

(lv)  Unfired  pressure  vessels  which 
have  been  satisfactorily  examined  in¬ 
ternally  by  a  marine  Inspector  and  in 
which  no  defects  have  been  found  which 
impair  the  safety  of  the  pressure  vessel. 

(v)  Pressure  vessels  which  were  ex¬ 
empt  from  initial  Coast  Guard  shop  in¬ 
spection  and  stamping. 

(vi)  Pressure  vessels  which  received  an 
Initial  pneumatic  test  in  lieu  of  a  hy¬ 
drostatic  test  as  permitted  by  !  54.10-15 
of  Subchapter  F  (Marine  Engineering) 
of  this  chapter  and  which  cannot  be  hy¬ 
drostatically  tested. 

(c)  Main  propulsion  boilers,  auxiliary 
boilers,  and  unfired  pressure  vessels  con¬ 
taining  liquefied  compressed  gases  or 
hazardous  liquids,  shall  be  given  special 
consideration  and  shall  be  subjected  to 
such  tests  and  inspections  as  deemed 
necessary  and  specified  by  the  Officer  in 
Charge,  Marine  Inspection,  to  Insure 
that  they  are  in  a  safe  condition.  Peri¬ 
odic  tests  and  examinations  shall  be  as 
described  In  Part  61  of  Subchapter  F 
(Marine  Engineering)  of  this  chapter, 
exoept  beating  boilers  as  defined  In  Part 


53  of  Subchapter  F  of  this  chapter  «hs.n 
be  tested  or  examined  every  three  yean. 

(CGFR  60-64,  86  F.R.  9819,  Sept.  89,  1960,  u 
amended  by  CGFR  63-40,  38  F-R.  9737,  Sept.  6. 
1963;  CGFR  6S-89.  S3  PJL  18909,  Dee.  18, 
19681 

§  176.25—32  Pressure  vessels — L. 

(a)  At  each  initial  and  subsequent  in¬ 
spection  for  certification,  the  proiisions 
of  $  176.25-30  shall  apply  except  that 
those  examinations  and  tests  required 
by  S  176.25-30  (b)(3)  and  (b)(4)  shall 
be  performed  triennlaliy  at  the  time  of 
regular  annual  inspection. 

[CGFR  68-40,  38  Fit.  9788.  Sept.  6,  1968] 

§  176.25-35  Steering  apparatus. 

(a)  At  each  initial  and  subsequent  in¬ 
spection  for  certification  and  relnspec- 
tlon  the  marine  inspector  shall  examine 
and  test  the  main  and  auxiliary  steering 
apparatus  to  the  extent  necessary  to  de¬ 
termine  that  its  condition  is  satisfactory 
and  that  it  is  fit  for  the  service  intended. 
The  main  and  auxiliary  steering  ap¬ 
paratus  shall  be  tested  by  operation  and 
the  Inspector  shall  examine  the  mecha¬ 
nism  thereof  throughout  its  length. 

6  176.25—40  Miscellaneous  systems  and 
equipment. 

(a)  At  each  initial  and  subsequent  in¬ 
spection  for  certification  and  re  inspec¬ 
tion  the  inspector  shall  examine  and 
test  all  items  in  the  ship’s  outfit,  such 
as  ground  tackle,  navigation  lights, 
compass,  etc.,  which  are  required  to  be 
carried  by  the  regulations  in  this  sub¬ 
chapter.  Such  examination  and  test 
6hall  be  to  the  extent  necessary  to  deter¬ 
mine  that  the  condition  of  the  item  is 
satisfactory  and  that  it  is  fit  for  the 
service  intended. 

(b)  Approved  work  vests,  where  car¬ 
ried,  shall  be  inspected  as  provided  in 
1  184.40-15  of  this  subchapter. 

(R.S.  4488,  u  amended.  4491,  as  amended; 
46  TTJS.O.  481,  489)  (CGFR  60-64,  36  FJt. 
9319,  Sept.  39,  1960,  as  amended  by  CGFR 
68-33,  33  F.R.  6736,  Apr.  13.  1968] 

g  176.25-45  Sanitary  Inspection. 

(a)  At  each  Initial  and  subsequent 
inspection  for  certification  and  relnspec- 
tion  the  marine  Inspector  shall  examine 
the  passenger  and  crew  quarters,  toilet 
and  washing  spaces,  galleys,  serving  pan¬ 
tries,  lockers,  etc.,  to  determine  that  they 
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are  serviceable  and  In  a  sanitary  con¬ 
dition. 

§  176.25-50  Unsafe  practice*. 

(a)  At  each  Initial  and  subsequent  In¬ 
spection  for  certification,  reins pection 
and  at  every  other  vessel  Inspection  the 
marine  Inspector  shall  require  that  all 
observed  unsafe  practloes  and  hazardous 
situations  be  corrected. 

(b)  At  each  Inspection  for  certifica¬ 
tion  and  relnspectlon  the  marine  Inspec¬ 
tor  shall  examine  the  bilges  and  other 
spaces  to  see  that  there  Is  no  accumula¬ 
tion  of  oil  or  other  matter  which  might 
create  afire  hasard. 

Subpart  176.30 — limitations  of 
inspections 

S  176.30-1  Marine  inspector  not  lim¬ 
ited. 

(a)  Nothing  In  this  part  shall  be  con¬ 
strued  as  limiting  the  marine  inspector 
from  making  such  tests  or  inspections  as 
are  reasonable  and  practicable  to  be  as¬ 
sured  of  the  seaworthiness  of  the  vessel 

Subpart  176.35— International  Con¬ 
vention  for  Safety  of  Life  at  Sea, 

1960 

Authority  Not*:  The  provisions  of  this 
Subpart  178.35  Interpret  or  apply  B.O.  112S9. 

Souse*:  The  provision*  of  this  Subpart 
17035  contained  In  CGFH  05-9.  80  F.R.  11494, 
Sept.  8.  1066.  unleu  otherwise  noted. 

§  176.35-1  Veaeels  subject  to  require¬ 
ment*. 

(a)  Except  as  otherwise  provided  In 
this  subpart,  all  mechanically  propelled 
vessels  registered  in  the  United  States 
or  the  Commonwealth  of  Puerto  Rico, 
which  carry  more  than  12  passengers  on 
an  International  voyage  as  defined  In 
{  176.35-5  or  1 176.35-10  shall  be  In  com¬ 
pliance  with  the  applicable  requirements 
of  the  International  Convention  for 
Safety  of  Life  at  Sea,  1960. 

(b)  The  International  Convention  for 
Safety  of  Life  at  Sea,  1960,  does  not  apply 
to  vessels  “solely  navigating  the  Great 
Lakes  of  North  America  and  the  River 
8t.  Lawrence  as  far  east  as  a  straight 
line  drawn  from  Cap  de  Rosters  to  West 
Point.  Anticosti  Island  and,  on  the  north 
side  of  Anticosti  Island,  the  63d 
Meridian.” 

(c)  In  accordance  with  Regulation  4, 
Chapter  I  (General  Provisions)  of  the 


International  Convention  for  Safety  of 
Life  at  Sea,  1960,  a  vessel  which  Is  not 
normally  engaged  on  an  international 
voyage  but  which.  In  exceptional  cir¬ 
cumstances,  is  required  to  undertake  a 
■Ingle  international  voyage  may  be  ex¬ 
empted  by  the  Commandant  from  any 
of  the  requirements  of  the  Regulations 
of  the  Convention:  Provided,  That  It 
compiles  with  safety  requirements  which 
are  adequate  In  bis  opinion  for  the  voy¬ 
age  which  la  to  be  undertaken. 

(d)  In  accordance  with  Regulation 
1(c),  Chapter  n  (Construction)  of  the 
International  Convention  for  Safety  of 
Life  at  Sea,  1960,  the  Commandant  may. 
If  he  considers  that  the  sheltered  nature 
and  conditions  of  the  voyage  are  such 
as  to  render  the  application  of  any  spe¬ 
cific  requirements  of  Chapter  n  of  this 
Convention  unreasonable  or  unneces¬ 
sary,  exempt  from  those  requirements 
individual  vessels  or  classes  of  vessels 
which,  in  the  course  of  their  voyage,  do 
not  proceed  more  than  20  miles  from  the 
nearest  land. 

(e)  In  accordance  with  Regulation  3 
(a) ,  Chapter  EU  (Lifesaving  Appliances, 
ete.)  of  the  International  Convention 
for  Safety  of  Life  at  Sea,  1960,  the  Com¬ 
mandant,  if  he  considers  that  the 
sheltered  nature  and  conditions  of  the 
voyage  are  such  as  to  render  the  appli¬ 
cation  of  the  full  requirements  of  Chapter 
HI  of  this  Convention  unreasonable  or 
unnecessary,  may  to  that  extent  exempt 
from  the  requirements  of  Chapter  m 
Individual  vessels  or  classes  of  vessels 
which,  in  the  course  of  their  voyage,  do 
not  go  more  than  20  miles  from  the 
nearest  land. 

g  176.35-5  International  voyage. 

(a)  The  term  “International  voyage” 
as  used  in  this  subchapter  shall  have 
the  same  meaning  as  that  contained  in 
Regulation  2(d),  Chapter  I  of  the  In¬ 
ternational  Convention  for  Safety  of 
Life  at  Sea,  I960,  Le.,  "  'International 
voyage’  means  a  voyage  from  a  country 
to  which  the  present  Convention  applies 
to  a  port  outside  such  country,  or  con¬ 
versely;  and  for  this  purpose  every  ter¬ 
ritory  for  the  International  relations  ol 
which  a  Contracting  Government  Is  re¬ 
sponsible  or  for  which  the  United  Na¬ 
tions  are  the  administering  authority  Is 
regarded  as  a  separate  country." 

(b)  For  the  purposes  of  this  subchap¬ 
ter  vessels  shall  not  be  considered  as  bo- 
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log  on  an  ”  Interna tloGal  v oyage”  when 
“solely  navigating  the  Oreo*  lakes  at 
North  American  and  the  River  St  Law¬ 
rence  as  far  east  as  a  straight  line  drawn 
from  Cap  de  Renders  to  West  Point  Anti¬ 
costi  Island  and,  on  the  north  side  at 
Anticosti  Island,  the  03d  Meridian.” 

(c)  For  the  purposes  of  this  subchap¬ 
ter  the  term  “territory”  as  used  In  para¬ 
graph  (a)  of  this  section  shall  be  con¬ 
sidered  to  Include  the  Commonwealth  of 
Puerto  Rico,  the  Canal.  £one,  all  posses¬ 
sions  of  the  United  States,  and  all  lands 
held  by  the  United  States  under  a  pro¬ 
tectorate  or  mandate. 

(d)  Any  Officer  In  Charge,  Marine  In¬ 
spection,  can  furnish  Information  as  to 
the  countries  to  which  the  Convention 
applies.  These  countries  Include  the 
continental  United  States,  Alaska,  Ha¬ 
waii,  and  the  Commonwealth  of  Puerto 
Rico. 

S  176.35-10  Voyage  between  continen¬ 
tal  United  States  and  Hawaii  or 
Alaska  or  between  Hawaii  and 
Alaaka. 

(a)  Although  voyages  between  the 
continental  United  States  and  Hawaii  or 
Alaska  and  voyages  between  Hawaii  and 
Alaska  are  not  ‘international  voyages" 
under  the  provisions  of  the  International 
Convention  for  Safety  of  Life  at  Sea, 
1960,  such  voyages  are  similar  in  nature 
and  shall  be  considered  as  “international 
voyages”  and  subject  to  the  same  require¬ 
ments  for  the  purposes  of  this  sub- 
chapter. 

S  176.35-15  Passenger  Ship  Safety  Cer¬ 
tificate. 

(a)  All  vessels,  which  carry  more  than 
12  passengers  on  an  International  voy¬ 
age,  are  required  to  have  a  "Passenger 
Ship  Safety  Certificate.” 

(b)  Any  such  vessel  which  la  leaa  than 
100  gross  tons  shall  meet  the  applicable 
requirements  of  this  chapter  for  vessels 
on  an  International  voyage. 

S  176.35—20  Exemption  Certificate. 

(a)  A  vessel  may  be  exempted  by  the 
Commandant  from  complying  with  cer¬ 
tain  requirements  of  the  Convention  un¬ 
der  his  administration  upon  request 
made  in  writing  to  him  and  transmitted 
via  the  Officer  In  Charge,  Marine  In¬ 
spection. 

(b)  When  an  exemption  is  granted  to 
a  vessel  by  the  Commandant  under  and 
in  accordance  with  the  Convention,  an 


Exemption  Certificate  describing  each 
exemption  shall  be  Issued  through  the 
appropriate  Officer  In  Charge, 
Inspection,  In  addition  to  the  Passenger 
8hlp  Safety  Certificate. 

B  176.35-25  Poatine  of  Convention  mo 
tificatea. 

(a)  The  certifies  tea  described  in  this 
subpart,  or  certified  copies  thereof,  when 
Issued  to  a  vessel  shall  be  posted  in  a 
prominent  and  accessible  place  on  the 
vessel. 

(b)  The  certificate  shall  be  carried  in 
a  manner  similar  to  that  described  in 
i  176.01-40  for  a  certificate  of  Inspection 

S  176.35-30  Duration  of  certificates, 

(a)  The  certificates  shall  be  Issued, 
for  a  period  of  not  more  than  12  months. 

(b)  An  Exemption  Certificate  ahalt 
not  be  valid  for  longer  than  the  period 
of  the  Passenger  Ship  Safety  Certificate 
to  which  It  refers. 

<o)  Tbt  Passenger  Ship  Safety  Certif¬ 
icate  may  be  withdrawn,  revoked,  or  sus¬ 
pended  at  any  time  when  it  Is  determined 
the  vessel  Is  no  longer  In  compliance  with 
applicable  requirements.  (See  f  2.01-70 
of  this  chapter  for  procedures  governing 
appeals.) 


PART 

177— CONSTRUCTION  AND 
ARRANGEMENT 

Subpart  177.01 — Application  and  Intent 

See. 

177.01-1 

Application. 

177.01-5 

Intent. 

Subpart  177  .OS— riant 

177.05-1 

Plans  required  for  vowels  carrying 
not  more  than  ISO  passengers — 
8. 

Flans  required  far  ”8"  wile 
carrying  more  than  160  pas¬ 
sengers,  aU  “L"  roseola,  and  oar- 
tain  other  vessels. 

17705-8 

177.05-5 

Plana  forstatea  vessels. 

Sub  port  177.10— Hull  Structure 

177.10-1 

Structural  standards. 

177.10-5 

Tire  protection. 

Subpart  177.15 — Moons  a*  heaps 
177.15-1  Requirements. 


Subport  177.20— VenflloHon  (Other  Thaa 
Machinery  Space*) 

177X0-1  V actuation  tor  closed  spaoes. 

177X0-6  Ventilation  for  crew  quarters  and 

passenger  spaces. 
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lubporl  177.25  Cww  Am— m  JoHin* 

Baa 

177.36-  1  Whan  raqulrso. 

Subpart  177.30  fowiqt  AccuanudaHam 

177  JO-1  Asstlng 

177  JO-8  Toilat  fanilltl— , 

177  JO-7  Lounge  arrangements. 

Subpart  177.3S — tall*  and  Ouarde 
177  J6-1  Deck  rails. 

177.36- 0  Storm  rails. 

177.33-10  Vessels  oarrylnf  rehldeo. 

17735-15  Guards  In  hasardous  places. 

AuTMOiirr:  The  prorlslona  of  this  Part  177 
Issued  under  RA  4406.  as  amended,  4483,  as 
amended,  see.  8.  70  Stat.  163,  see.  8(b)(1),  80 
Btat.  838;  48  U.B.C.  376,  418,  880b,  40  UJB.0. 
1866(b);  48  CFB  1.4(a)(3).  Interpret  or  ap¬ 
ply  &&  4417,  ae  amended,  4418,  as  am— irtiui, 
4438,  as  amended,  4488,  as  amended;  48  CJS.C. 
881.  883,  404,  481. 

Bournes:  The  provisions  of  this  Part  177 
contained  In  CGFR  80-64,  36  PJEL  8838.  Sept 
38,  1880.  unless  otherwise  noted. 

Subpart  177.01— Application  and 
Intent 

|  177.01—1  Application. 

(a)  The  provisions  of  this  pert  shell 
apply  to  ell  vessels  contracted  for  on  or 
after  Jane  1,  1958.  Vessels  contracted 
for  prior  to  that  date  shall  meet  the  re¬ 
quirements  of  this  part  Insofar  as  la 
deemed  reasonable  and  practicable  by  the 
Officer  In  Charge,  Marine  Inspection. 

s  177.01-5  Intent. 

(a)  The  Intent  of  this  part  Is  to  insure 
that  the  scantlings,  material,  fastenings, 
workmanship  and  arrangement  of  each 
vessel  are  such  as  to  provide  for  safe 
operation  In  accordance  with  the  terms 
of  its  certificate  of  Inspection.  Primary 
consideration  shall  be  given  to  the  provi¬ 
sion  of  a  seaworthy  hull,  protection 
against  fire,  means  of  escape  In  case  of 
sudden  unexpected  casualty,  guards  and 
rails  In  hazardous  places,  ventilation  of 
closed  spaces,  and  necessary  faculties  for 
passengers  and  crew. 

Subpart  177.05— Plans 

|  177.05-1  Plans  required  for  vessels 
carrying  nol  more  than  150  passen¬ 
gers— -S. 

(a)  Except  aa  otherwise  provided  In 
paragraphs  (c)  and  (d)  of  this  section 
and  1 177.05-5,  the  owner  or  builder 
•hall,  prior  to  the  start  of  construction  if 


practicable,  or  in  v  j  ease  prior  to  the 
Initial  Inspection  of  the  vessel,  submit  far 
approval  by  the  Officer  In  Charge,  Marin* 
Inspection,  of  the  Inspection  cone  where 
the  vessel  is  to  be  Inspected,  at  least  one 
oopy  of  each  of  the  foUowlng  plans: 

(1)  Midship  section. 

(2)  Outboard  profile. 

(3)  Inboard  profile: 

(4)  Arrangement  of  decks. 

(5)  ■ y  installation 

(8)  Electrical  installation. 

(7)  Puel  tanka 

(8)  Piping  systems. 

(9)  Hull  penetrations  and  shall  con¬ 
nections. 

(b)  Additional  prints  of  the  required 
plans  may,  at  the  owner's  option,  be  sub¬ 
mitted  for  approval.  Such  additional 
copies  will  be  stamped  and  returned  for 
the  owner's  records. 

(c)  The  Officer  in  Charge,  Marine  In¬ 
spection,  may  aocept  specifications, 
sketches,  photographs,  line  drawings  or 
written  descriptions  In  lieu  of  any  or  all 
of  the  required  drawings  provided  the 
required  Information  is  adequately  de¬ 
tailed  thereon. 

(d)  The  Officer  in  Charge,  Marins  in¬ 
spection,  need  not  require  some  or  all  of 
the  plans  called  for  by  paragraph  (a)  of 
this  section  If,  to  his  own  knowledge,  the 
design  and  construction  of  the  veasel  are 
of  a  type  which  has  a  proven  record  of 
safe  operation  in  similar  sendee  upon 
similar  waters. 

[CGFR  60-64,  38  FR.  8828.  Sept.  38,  I860,  os 
amended  by  CGFR  83-40,  38  FA.  8738.  Sept.  S. 
1883] 

|  177.05—3  Plant  required  for  “S’*  ves¬ 
sels  carrying  more  than  150  passen¬ 
gers.  all  “L”  vessels,  and  certain 
other  Teasels. 

(a)  S  and  L.  The  owner  or  builder 
shall,  prior  to  the  start  of  construction 
If  practicable,  or  In  any  case  prior  to 
the  Initial  inspection  of  the  vessel,  sub¬ 
mit  for  approval  to  the  Officer  In  Charge, 
Marine  Inspection,  of  the  Inspection  zone 
where  the  vessel  is  to  be  inspected,  at 
least  two  copies  of  each  of  the  plans 
listed  In  {  177.05-1  (a).  Prior  to  the 
Initial  certification,  the  owner  or  builder 
shall  submit  for  approval  by  the  Com¬ 
mandant  two  copies  of  each  of  the  fol¬ 
lowing  plans; 

(1)  Lines  and  offsets. 

(2)  Curves  of  form. 
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(S)  Capacities  of  the  tanks,  includ¬ 
ing  sizes  and  locations  in  vessel. 

(b)  5  and  L.  Additional  calculations 
and  data  shall  be  submitted  as  required 
by  ft  178.20-5 (a)  and  179.10-5(a)  of  this 
subchapter. 

(c)  S.  If  a  vessel  carrying  not  more 
than  150  passengers  for  any  reason  is 
required  or  elects  to  have  a  stability  test 
according  to  the  standards  and  proce¬ 
dures  set  forth  in  Subchapter  H  (Pas¬ 
senger  Vessels)  of  this  chapter;  the 
additional  plans  listed  in  paragraph  (a) 
of  this  section  shall  be  submitted  to¬ 
gether  with  the  calculations  and  data 
required  by  f  179.10-5  (a)  of  this  sub¬ 
chapter. 

(d)  S.  If  a  vessel  carrying  not  more 
than  150  passengers  for  any  reason  la 
required  or  elects  to  meet  one  compart¬ 
ment  subdivision  and  damage  stability 
requirements  calculated  in  accordance 
with  Subchapter  H  (Passenger  Vessels) 
of  this  chapter,  the  additional  plans 
listed  in  paragraph  (a>  of  this  section 
shall  be  submitted  together  with  the  cal¬ 
culations  and  data  required  by  §  178.20- 
8(a)  of  this  subchapter. 

(e)  S.  Where  internal  buoyancy  is 
Installed  In  accordance  with  !  178.10-1 
(b)  of  this  subchapter,  the  plans  and 
calculations  demonstrating  compliance 
with  such  paragraph  shall  be  submitted 
for  approval. 

[oont  63-40,  88  Pjt.  rrea,  asp*.  «.  im>] 

Q  177.05-5  Plans  for  sister  vessels. 

(a)  Plans  will  not  be  required  for  any 
vessel  which  is  a  sister  ship  to  a  vessel, 
the  approved  plans  for  which  are  already 
on  hie  at  any  Marine  Inspection  Office: 
Provided.  That  the  owner  of  the  plans 
authorizes  their  use  tor  the  new  con¬ 
struction. 

Subpart  1 77.1 0— Hull  Structure 
|  177.10-1  Structural  standards. 

(a)  In  general,  compliance  with  the 
standards  established  by  a  recognized 
classification  society  ‘  will  be  considered 
satisfactory  evidence  of  the  structural 
adequacy  of  a  vessel.  When  scantlings 


<  jjoy  W  "Rules  for  tbs  Construction  and 
Gtaaalfl cation  of  Composite  and  Steel  Yachts" 
md  Lloyds’  "Rules  far  the  Construction  and 
Olaastflcatlon  of  Wood  Yachts"  are  acceptable 
for  this  purpose. 


differ  from  such  standards  and  it  can  be 
demonstrated  that  craft  approximating 
the  same  size.  Dower  and  displacement 
have  been  built  to  such  scantlings  and 
have  been  In  satisfactory  service  insofar 
as  structural  adequacy  is  concerned  for 
a  period  of  at  least  5  years,  such  scant¬ 
lings  may  be  approved.  A  detailed 
structural  analysis  may  be  required  for 
specialized  types  or  Integral  parts 
thereof. 

(b)  Special  consideration  will  be  given 
to: 

(1)  The  structural  requirements  of 
vessels  not  contemplated  by  the  stand¬ 
ards  of  a  recognized  classification  so¬ 
ciety;  or, 

(2)  The  use  of  materials  not  specifi¬ 
cally  Included  in  these  standards. 

S  177.10—5  Fire  protection. 

(a)  The  general  construction  of  the 
vessel  shall  be  such  as  to  minimize  fire 
hazards  Insofar  as  reasonable  and  prac¬ 
ticable.  Vessels  contracted  for  on  or 
after  July  1, 1961,  which  carry  more  than 
150  passengers  shall  meet  the  require¬ 
ments  of  Subpart  72.05  of  Subchapter 
H  (Passenger  Vessels)  of  this  chapter. 
The  application  of  these  requirements  to 
specific  vessels  shall  be  as  determined  by 
the  Officer  in  Charge,  Marine  Inspection. 

(o-l)  Except  for  a  vessel  complying 
with  the  requirements  contained  In  para¬ 
graph  (a-2)  of  this  section,  each  bull, 
structural  bulkhead,  deck,  or  deckhouse 
made  of  fibrous  glass  reinforced  plastic 
on  each  vessel  that  carries  150  passen¬ 
gers  or  less  must  be  constructed  with 
fire  retardant  resins,  laminates  of  which 
have  been  demonstrated  to  meet  military 
specification  MIL-R~2ie07  after  1-year 
exposure  to  weather.  Military  specifica¬ 
tion  MILr-R-21607  may  be  obtained  from 
the  Commanding  Officer,  Naval  Supply 
Depot,  5801  Tabor  Avenue.  Philadelphia, 
PA  19120. 

(a-2)  Each  hull,  structural  bulkhead, 
deck,  or  deckhouse,  made  of  fibrous  rein¬ 
forced  plast-c  on  a  vessel  that  carries 
150  passengers  or  less,  that  was  certifi¬ 
cated  on  July  11,  1973,  and  remains  cer¬ 
tificated  may  continue  in  service.  Any  re¬ 
pairs  must  be  as  follows: 

(1)  Minor  repairs  and  alterations  must 
be  made  to  the  same  standard  as  the 
original  construction  or  a  higher  stand¬ 
ard;  and 


♦  177.15-1 


THIe  46— Shipping 


(2)  Major  alteration*  and  conversions 
must  comply  with  the  requirements  of 
this  subpart. 

<b)  Internal  combustion  engine  ex¬ 
hausts,  boiler  and  galley  uptakes,  and 
‘similar  sources  of  Ignition  shall  be  kept 
clear  of  and  suitably  Insulated  from  any 
woodwork  or  other  combustible  matter. 

(c)  Lamp,  paint,  and  oil  lockers  and 
rimn&r  compartments  shall  be  con¬ 
structed  of  metal  or  lined  with  metal. 

(RJ3.  4405,  as  amended  (40  UB.O.  875),  seo. 
S.  70  Stat.  163  (40  U.S.O.  890b),  RJB.  4403, 
as  amended  (40  UJ9.C.  410),  eee.  0(b)  (1),  80 
Stat.  937  (40  UJ9.C.  1050(b)  (1);  49  CTO  1.40 
(b) )  [cant  00-04,  35  TO  9333,  Sept.  39. 
1900,  aa  amended  by  CGTO  03-40, 38  TO  9738, 
Sept.  0,  1903,  COD  73-08R,  87  TO  30111, 
Dec.  8. 1973] 

Subpart  177.15— Means  of  Escape 
{  177.15—1  Requirements. 

(a)  Except  as  otherwise  provided  In 
this  section,  all  vessels  shall  be  provided 
with  not  less  than  two  avenues  of  escape 
from  all  general  areas  accessible  to  the 
passengers  or  where  the  crew  may  be 
quartered  or  normally  employed,  so  lo¬ 
cated  that  If  one  la  not  available  the 
other  may  be.  At  least  one  of  the  ave¬ 
nues  of  escape  shall  be  Independent  at 
watertight  doors.  Windows  and  wind¬ 
shields  of  sufficient  size  and  proper  ac¬ 
cessibility  may  be  used  as  one  avenue 
of  escape. 

(b)  Where  the  length  of  the  compart¬ 
ment  is  less  than  12  feet,  one  vertical 
means  of  escape  will  be  acceptable  under 
the  following  conditions: 

(1)  There  Is  no  source  of  fire  In  the 
space,  such  as  galley  stove,  heater,  etc„ 
and  the  vertical  escape  Is  remote  from 
the  engine  or  fuel  tank  space;  or, 

(2)  The  arrangement  Is  such  that  the 
Installation  of  two  means  of  escape  does 
not  materially  Improve  the  safety  of  tbs 
vessel  or  those  on  board. 

Subpart  1 77.20— Ventilation  (Other 
Than  Machinery  Spaces) 

(177.20-1  Ventilation  for  closed 
•paces. 

(a)  All  enclosed  spaces  within  the 
vessel  shall  be  property  vented  or  ven¬ 
tilated  Where  such  openings  would  en¬ 
danger  the  veeael  under  adverse  weather 


conditions,  "«  ahoii  be  provided  to 

close  them. 

6  177.20—5  Ventilation  for  crew  quar¬ 
ters  and  passenger  apace*. 

(a)  All  crew  and  passenger  spaces 
shall  be  adequately  ventilated  In  a  man¬ 
ner  suitable  to  the  purpose  of  the  space. 

Subpart  177.25 — Crew 
Accommodations 

S  177.25—1  Where  required. 

(a)  AH  vessels  with,  crew  members 
living  on  board  shall  be  provided  with 
crew  accommodations  of  sufficient 
adequate  construction,  and  with  awttaM^ 
equipment  to  provide  for  the  protection 
and  accommodation  of  the  crew  In  a 
manner  practicable  for  the  size,  facili¬ 
ties,  and  service  of  the  vesseL 

Subpart  177.30 — Passenger 
Accommodations 
8  177.30-1  Seating. 

(ft)  Seating  accommodations  for  pas¬ 
sengers  are  required  to  be  provided  only 
when  the  maximum  number  of  pas¬ 
sengers  permitted  has  been  determined 
by  using  the  fixed  seating  criteria  In 
1 176.01-25 (b)  of  this  subchapter. 

(b)  Where  fixed  seats  are  waned, 
the  seat  spacing  shall  be  such  as  to  pro¬ 
vide  for  ready  escape  In  cose  of  fire  or 
other  casualty. 

(c)  Fixed  seats  shall  be  Installed  aa 
follows,  except  that  special  considera¬ 
tion  may  be  given  in  cases  where  It  can 
be  shown  that  escape  over  the  side  can 
be  made  readily  through  windows  or 
other  openings  in  the  way  of  seats: 

(1)  Aisles  not  over  15  feet  long  shall 
be  not  less  than  24  Inches  wide. 

(2)  Aisles  over  15  feet  long  shall  be 
not  less  than  90  inches  wide. 

(3)  Where  the  seats  are  In  rows  the 
distance  from  seat  front  to  seat  front 
■hall  be  not  less  than  30  Inches. 

(d)  In  general,  portable  or  temporary 
seats  shall  be  arranged  as  specified  for 
fixed  seating. 

8  177.30-5  Toilet  facilities. 

(a)  Vessels  shall  be  provided  with 
toilets  and  wash  basins  in  accordance 
with  Table  177.30-5(a)  except  that  ves¬ 
sels  operating  on  short  runs  of  approxl- 
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mately  30  minutes  or  leu  need  not  be 
fitted  with  toilets  or  wash  begins. 


TSKLS  177J0-J(») 


Number  of  passengers 

Toilets 

Wash  basins 

4#  and  less . 

1 . 

0. 

1  for  men. 

(Men  and  women) 

1  for  women... 

1  for  women. 

2 . . 

1. 

(Men  only) 

(b)  All  toilets  and  wash  basins  pro¬ 
vided  shall  be  fitted  with  adequate 
plumbing.  Facilities  for  men  and  women 
shall  be  In  separate  compartments. 

§  177.30-7  Lounge  arrangement*. 

(a)  The  specific  requirements  In  this 
section  apply  to  passenger  lounge  areas 
located  below  the  main  deck.  Variation 
from  these  requirements  may  be  author¬ 
ized  by  the  Officer  In  Charge,  Marine  In¬ 
spection,  for  unusual  arrangements  or 
design:  Provided.  That  there  Is  no  sig¬ 
nificant  reduction  of  space,  accessibility 
or  sanitation. 

(b)  Bunks,  where  installed,  shall  have 
a  minimum  length  of  74  Inches  and  a 
minimum  width  of  24  inches.  They  may 
be  constructed  of  wood  or  metal.  Mat¬ 
tress  is  to  be  covered  with  material  which 
has  been  treated  to  give  It  fire  resistant 
properties  and  which  will  provide  the 
mattress  with  a  reasonably  smooth  sur¬ 
face  free  of  sharp  depressions.  (Ex¬ 
ample:  Treated  duck  stretched  smoothly, 
fully  sewn,  covering  the  basic  mattress.) 
Arrangement  shall  be  not  more  than 
three  high,  with  a  minimum  distance  of 
24  inches  vertically  between  bunks;  lad¬ 
ders  or  steps  shall  be  provided  for  each 
top  bunk.  Construction  and  arrange¬ 
ment  shall  allow  free  and  unobstructed 
access  to  the  bunks.  Each  bunk  shall  be 
Immediately  adjacent  to  an  aisle  leading 
to  a  means  of  escape  from  the  lounge 
area. 

(c)  Means  of  escape  from  lounge  areas 
shall  be  provided  in  accordance  with  Sub¬ 
part  177.15.  Aisles  alongside  bunks  shall 
be  not  less  than  24  Inches  in  width  and 
after  the  Joining  of  two  or  more  aisles, 
the  width  of  the  aisles  leading  to  an  es¬ 
cape  shall  be  not  less  than  42  Inches. 
Bead  room  In  lounge  areas  shall  be  not 
less  than  74  Inches  which  may  be  reduced 
at  the  sides  of  the  space  to  allow  for 


camber,  wiring,  ventilation  ducts  or 
piping.  However,  main  aisles  leading  to 
exits  shall  have  not  less  than  74  Inches 
clear  head  room.  All  aisles  shall  be  kept 
clear  of  obstructions. 

(d)  Covered  metal  trash  containers 
shall  be  provided  in  lounge  areas  and  the 
spaces  shall  be  maintained  to  minimise 
fire  and  safety  hazards  and  to  preserve 
sanitary  conditions.  Portable  fire  ex¬ 
tinguishers  shall  be  provided  as  indicated 
in  Subpart  181.30  of  this  subchapter. 
(CQFR  83-40,  28  TR.  8788,  Sept.  6.  IMS] 

Subpart  177.35 — Rails  and  Guards 
§  177.35-1  Deck  rails. 

(a)  Except  as  otherwise  provided  in 
this  section,  rails  or  equivalent  protection 
shall  be  Installed  near  the  periphery  of 
all  weather  decks  accessible  to  passengers 
and  crews.  Where  space  limitations 
make  deck  rails  impractical  such  as  at 
narrow  catwalks  In  way  of  deckhouse 
sides,  hand  grabs  may  be  substituted. 

(b)  Rails  shall  consist  of  evenly 
spaced  courses  and  the  spacing  between 
courses  shall  be  not  greater  than  12 
Inches  except  as  provided  by  paragraph 
(f)  of  this  section.  The  lower  rail  courses 
may  not  be  required  where  all  or  part  of 
the  space  below  the  upper  rail  course  is 
fitted  with  a  bulwark,  chain  link  fencing, 
wire  mesh  or  the  equivalent. 

(c)  On  passenger  decks  of  vessels  en¬ 
gaged  in  a  ferry  or  excursion  type  opera¬ 
tion,  rails  shall  be  at  least  42  Inches  high. 
The  space  below  the  rail  shall  be  fitted 
with  bulwarks,  chain  link  fencing,  wire 
mesh,  or  the  equivalent. 

(d)  On  sport  fishing  vessels  where  it 
can  be  shown  that  higher  rails  would  In¬ 
terfere  with  the  normal  operation  of  the 
vessel,  rails  of  at  least  30  Inches  height 
may  be  permitted. 

(e)  Where  the  principal  business  of 
the  vessel  requires  the  discharge  of  per¬ 
sonnel  hi  a  seaway,  the  peripheral  rails 
may  be  wholly  or  partially  omitted  or 
reduced  in  height  to  not  less  than  30 
Inches.  When  such  rails  are  omitted, 
center  rails  or  other  suitable  hand  holds 
shall  be  substituted  therefor. 

(f)  For  vessels  subject  to  the  1966  In¬ 
ternational  Convention  on  Load  Lines  the 
height  of  rails  and  bulwarks  Installed 
at  the  peripheries  of  the  freeboard  and 
superstructure  decks  shall  be  at  least 
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S9ft  Inches.  However  where  this  height 
would  Interfere  with  the  normal  opera¬ 
tion  of  the  ship,  a  lesser  height  may  be 
approved  If  the  cognizant  Officer  in 
Charge,  Marine  Inspection  is  satisfied 
that  adequate  protection  Is  provided.  The 
opening  below  the  lowest  course  shall 
not  be  more  than  9  inches  and  the 
courses  shall  not  be  more  than  15  Inches 
apart. 

(g)  All  rails  other  than  those  noted  In 
the  preceding  paragraphs,  shall  be  at 
least  36  Inches  high. 

<h)  Sailing  vessels,  small  vessels  of 
the  open  launch  type,  and  other  vessels 
not  specifically  covered  elsewhere  In  this 
section  shall  have  such  rails  or  equivalent 
protection  as  considered  necessary  by 
the  Officer  in  Charge,  Marine  Inspection. 
(Sec.  a.  45  Stat.  1493,  as  amended,  see.  a,  49 
Stat.  888;  48  VJS.C.  85a,  88a)  (COPS  80-84, 
35  F.B  9319,  Sept.  39.  1980,  aa  amended  by 
earn  89-73.  34  F.R.  17503,  Oct.  39.  1989J 

g  1 77.35-5  Storm  rails. 

(a)  Suitable  storm  rails  or  hand  grabs 
shall  be  installed  where  necessary  In  all 
passageways,  at  deckhouse  sides,  and  at 
ladders  and  hatches  where  passengers  or 
crew  might  have  normal  access, 
g  177.35-10  Veeeele  carrying  vehicles. 

<a>  On  vessels  carrying  vehicles,  suit¬ 
able  chains,  cable,  or  other  barriers  shall 
be  installed  at  the  ends  of  the  vehicle 
runways.  In  addition,  suitable  gates, 
rails,  or  other  devices  shall  be  installed 
as  a  continuation  of  the  regularly  re¬ 
quired  rails. 

g  177.35-15  Guard*  in  hazardous 
places. 

fa)  Suitable  covers,  guards,  or  rails 
shall  be  Installed  In  way  of  all  exposed 
and  hazardous  places  such  as  gears,  ma¬ 
chinery,  etc. 

PART  178— WATERTIGHT  INTEGRITY 
AND  SUBDIVISION 


Sec. 

Subpart  178.01 — Application 

178.01-1 

General. 

Subpart 

178.05 — DeflnMent  ef  Terms 
This  Part 

178.05-1 

Bulkhead  desk. 

178.05-8 

Watertight. 

178.06-6 

Weathartigbt. 

178.05-7 

Plush  deck. 

3ec 

178.05-9  Cockpit. 

178.05-11  Web  deck. 

178.05-13  Open  boat. 

178.05-15  Exposed  waters. 

178.05-17  Partially  protected  waters. 
178.05-19  Protected  waters. 

Subperl  178.10 — Watertight  Bulkhead*  Required 

178.10- 1  Requirements  far  “8"  vessels 

carrying  more  than  49  passen¬ 
ger*  and  all  "L"  vessels. 

178.10- 5  Requirements  for  “8"  vessels 

carrying  not  more  than  49  pas¬ 
sengers  in  ocean  or  ooastwlse 
service — 8, 

178.10- 10  Requirements  for  “8"  vessels 

carrying  not  more  than  49  pas¬ 
sengers  In  other  than  ocean  or 
coastwise  service— 8. 

Subpart  178.15 — Collision  Sulkhoad 

178.15- 1  Location. 

178.15- 5  construction. 

178.15-5  Double-ended  ferries. 

Subpart  178.20 — Location  of  Watertight 
Bulkheads 

17830-1  Requirements  for  “8”  vessels 

carrying  not  mors  than  150 
passengers — 8. 

17830-5  Requirements  for  “8"  Truest* 

carrying  mors  than  150  pas¬ 
sengers  and  all  ”L"  vessels 
8  and  L. 

Subpart  178-25 — Conrtruction  ef  Watertight 
Bulkheads 

17835-1  General. 

Subpart  1 71.30 — Drainage  of  Weather  Dock* 
178  JO-1  Plush  docks. 

17830-8  Cockpits. 

178JO-8  Wall -decks. 

17830-7  Open  boats 

Subpart  178.35 — Hatchet  and  Coamings 
17835-1  General. 

Subpart  178.40 — Hull  Penetrations  and  Shed 
Connections 

178.40-1  OsnsraL 

Actkoettt  :  Ths  provisions  of  this  Part  178 
iMusd  under  RA.  4405.  as  amended,  4483,  ae 
amended,  sec.  8,  70  Stat.  163,  aee.  8(b)(1), 
80  Stat.  988;  48  DAO.  876,  418,  290b.  40 
OJS.O.  1856(b):  49  CPR  1.4(e)(3).  Interpret 
or  apply  BA.  4417,  as  amended,  4418.  as 
amended.  4438,  as  amended,  4453,  as 
amended,  4488,  as  amended;  48  DA.O.  891. 
893.  404.  485,  481. 

So  trees:  The  provisions  of  this  Part  178 
contained  in  COTO  80-54,  35  PJL  9835,  Sept. 
39,  1960.  unites  otherwise  noted. 
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Subpart  178.01— Application 
1 178.01-1  General. 

(«)  The  provisions  of  this  port  shall 
apply  to  all  vessels  contracted  for  on  or 
after  June  1.  1958.  Vessels  contracted 
for  prior  to  that  date  shall  meet  the  re¬ 
quirements  of  this  part  Insofar  as  is 
deemed  reasonable  and  practicable  by 
the  Officer  in  Charge,  Marine  Inspection. 

Subpart  178.05 — Definitions  of  Terms 
Used  in  This  Part 
S  178.05-1  Bulkhead  deck. 

(a)  The  bulkhead  deck  Is  the  upper  - 
most  deck  to  which  the  transverse  water¬ 
tight  bulkheads  are  carried. 

8  178.05— S  Watertight. 

(a)  An  Item  so  constructed  as  to  effec¬ 
tively  resist  the  passage  of  water,  except 
far  alight  seepage,  when  subjected  to  a 
hose  test  with  water  at  a  pressure  of  SO 
pounds  per  square  Inch  from  a  one  inch 
hose,  or  test  equivalent  thereto. 

8  178.05-5  Weathertlght. 

(a)  An  item  so  constructed  aa  to  effec¬ 
tively  resist  the  passage  of  water  to  any 
appreciable  degree  under  continuous  ex¬ 
posure  to  driving  rain  or  spray. 

8178.05-7  Hush  deck. 

(a)  A  flush  deck  Is  a  continuous 
weather  deck  located  at  the  uppermost 
sheer  line  of  the  hull. 

8178.05-9  Cockpit. 

(a)  A  cockpit  la  an  exposed  recess  In 
Bit  weather  deck  of  a  vessel,  extending 
not  more  than  one-half  the  length  of  the 
vessel  as  defined  In  1 175.10-19  of  this 
subchapter.  A  cockpit  which  extends 
more  than  one-half  the  length  of  the 
vessel  shall  be  considered  as  a  well  deck. 
A  recess  Is  considered  to  be  exposed  un¬ 
ices  It  Is  completely  enclosed  by  a  super¬ 
structure  which  Is  seaworthy  for  the 
waters  upon  which  the  vessel  operates. 

8  178.05-11  Well  deck. 

(a)  A  well  deck  Is  a  weather  deck  fitted 
with  solid  bulwarks  such  as  would  Im¬ 
pede  the  drainage  of  solid  water  over  the 
sides,  if  the  freeboard  to  this  deck, 
measured  from  the  load  waterline.  Is  less 
than  10  Inches  the  vessel  shall  be  con¬ 
sidered  as  an  open  boat  for  purposes  of 


the  subdivision,  stability,  and  drainage 
requirements  in  this  subchapter.  The 
deck  within  the  bulwarks  is  considered  to 
be  a  weather  deck  unless  it  is  completely 
enclosed  by  a  superstructure  which  Is 
seaworthy  for  the  waters  upon  which  tha 
vessel  operates. 

g  178.05-13  Open  boat. 

(a)  An  open  boat  Is  a  vessel  not  pro¬ 
tected  from  entry  of  water  by  means  of 
a  complete  deck,  or  by  a  combination  of 
a  partial  weather  deck  and  a  superstruc¬ 
ture  which  Is  seaworthy  for  the  waters 
upon  which  the  vessel  operates. 

8  178.05—15  Exposed  waters. 

(a)  In  general,  exposed  waters  are  all 
waters  more  than  30  miles  from  the 
mouth  of  a  harbor  of  safe  refuge  and. 
also,  any  waters  where,  in  the  Judgment 
of  the  Officer  In  Charge.  Marine  Inspec¬ 
tion.  local  conditions  of  sea.  or  weather 
or  other  circumstances  create  a  special 
hazard  requiring  the  maximum  degree  of 
seaworthiness  afforded  by  the  regulations 
In  this  subchapter. 

8  178.05-17  Partially  protected  waters. 

(a)  In  general,  partially  protected 
waters  are  all  waters  within  a  radius  of 
30  miles  from  the  mouth  of  a  harbor  of 
safe  refuge. 

8  178.05-19  Protected  waters. 

(a)  In  general,  protected  waters  are 
the  waters  of  rivers,  harbors  and  shel¬ 
tered  lakes 

Subpart  178.10— Watertight 
Bulkheads  Required 

8  178.10-1  Requirements  for  “S’*  ws 
■els  carrying  more  than  49  passenger* 
and  all  “L"  Teasels. 

(a)  S  and  L.  Except  as  otherwise 
provided  In  this  section,  all  “8”  vessels 
carrying  more  than  49  passengers  and 
all  ,rL"  vessels  ahn.ll  be  fitted  with  a  col¬ 
lision  bulkhead  and  such  additional 
transverse  watertight  bulkheads  as  are 
required  to  provide  one  compartment 
subdivision,  l.e.,  so  that  the  fully-loaded 
vessel  shall  remain  afloat  with  positive 
stability  with  any  one  main  compart¬ 
ment  flooded. 

(b)  S.  Vessels  carrying  more  than  49 
passengers  but  not  more  than  150  pas¬ 
sengers  may,  in  lieu  of  one  compartment 
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subdivision,  be  fitted  with  »  collision 
bulkhead  and  sufficient  air  tankage  or 
other  Internal  buoyancy  to  maintain  the 
fully-loaded  vessel  afloat  with  positive 
stability  In  the  flooded  condition. 

(core  es-*o.  as  fjl  ewe.  Bept.  e,  i»«] 

g  178.10-5  Requirements  for  “S'*  ves¬ 
sels  arrying  not  more  than  49  paa- 
sengr  n  in  ocean  or  coastwise  serv¬ 
ice— o. 

(a)  Except  as  otherwise  provided  in 
this  section,  vessels  carrying  not  more 
than  49  passengers  In  ocean  or  coastwise 
service  shall  be  fitted  with  a  collision 
bulkhead. 

(b)  On  vessels  less  than  40  feet  In 
length  as  defined  In  1 175.10-19  of  this 
subchapter,  carrying  not  more  than  49 
passengers  on  partially-protected  wa¬ 
ters.  the  collision  bulkhead  may  be 
omitted. 

[cxira  60-64,  as  ra.  9333.  Bept.  as,  leso,  aa 
amended  by  OOFB  03-40. 38  P&  9739.  Sept.  6. 
1963] 

g  178.10-10  Requirements  for  “S"  ves¬ 
sel*  carrying  not  more  than  49  pas¬ 
senger*  in  other  than  ocean  or  coast¬ 
wise  service— S. 

<a)  There  are  no  requirements  for 
transverse  watertight  bulkheads  In  ves¬ 
sels  carrying  not  more  than  49  passen¬ 
gers  In  other  than  ocean  or  coastwise 
service. 

(COFR  60-64,  36  VS.  9333.  Sept.  39.  I960,  ma 
amended  by  OOFR  83-40. 18  VJL  97*9,  Sept.  6. 
1963] 

Subpart  178.15— Collision  Bulkhead 

g  178.15—1  Location. 

(a)  A  collision  bulkhead,  when  re¬ 
quired.  shall  be  located  not  less  than  5 
percent  and  not  more  than  16  percent 
of  the  waterline  length  abaft  the  stem 
at  the  load  waterline. 

g  178.15—3  Construction. 

(a)  The  collision  bulkhead  shall  be 
constructed  in  accordance  with  the  pro¬ 
visions  of  Bubpart  17835,  except  that  It 
shall  extend  to  the  weather  deck  and  that 
it  shall  never  be  fitted  with  a  watertight 
door. 

(b)  On  vessels  not  required  to  have 
one  compartment  subdivision,  the  col¬ 
lision  bulkhead  may  have  an  opening 
not  to  exceed  12  Inches  between  the  top 
of  the  bulkhead  and  the  underside  of  the 


weather  deck,  provided  the  remaining 
Intact  bulkhead  is  at  least  38  Inches 
deep. 

g  178.15-5  Double-ended  ferries. 

(a)  Double-ended  ferries,  if  required 
to  have  a  collision  bulkhead,  shall  have 
one  at  each  end. 

Subpart  178.20— Location  of 
Watertight  Bulkheads 

g  178.20-1  Requirements  for  “S**  see. 
sets  carrying  not  more  than  150  pas¬ 
sengers— S. 

(a)  For  vessels  carrying  not  more  than 
160  passengers,  the  required  transverse 
watertight  bulkheads  shall  be  located 
so  the  lengths  of  the  compartments  do 
not  exceed  the  maximum  permissible 
lengths  Indicated  by  the  following 
formula: 

l=rxfx~  (l) 

Where: 

l=The  maximum  permlaelble  length  of 
the  compartment  In  feet,  except 
that.  In  no  caae.  la  this  length  to 
exceed  one-third  or  the  length  of 
the  veeeel  measured  over  the  bulk¬ 
head  deck. 

/  —  Effective  freeboard  In  feet.  This  is  the 

mean  of  the  freeboard*  measured 
from  the  load  waterline  to  the  top 
of  the  bulkhead  deck  at  the  aide  In 
way  of  the  bulkheads  bounding  tbs 
compartment  concerned.  For  Teasels 
having  a  raised  deck  forward  the 
height  measurement  In  way  of  bulk¬ 
head!  forward  of  the  break  shall  be 
taken  to  a  straight  Una  extending 
from  the  break  to  the  raised  deck  at 
the  bow.  For  vessels  which  have 
port  lights  of  the  opening  type,  th* 
height  measurement  in  way  of  the 
bulkheads  shall  not  be  taken  higher 
than  np  to  a  line  at  least  three 
Inches  below  the  pcrtUghta  in  way 
thereof,  and  thence  extending 
straight  to  the  bulkhead  deck  at  the 
bow  and  at  the  stem. 

^  =  Length-Depth  Factor.  This  Is  the 

length  of  the  vessel  In  feet,  mees- 
ured  over  the  bulkhead  deck,  divided 
by  the  depth,  in  feet,  measured 
amidships  of  the  veeeel  at  a  point 
one-quarter  of  the  beam  out  from 
the  centerline,  from  the  Inside  of 
the  planking  or  plating  to  the  level 
of  the  top  of  the  bulkhead  deck  at 
the  tide. 
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/= Flood  able  Length  Factor  for  the  com¬ 
partment  aa  listed  In  Table  178-30- 
1(a). 


Tabus 


Midpoint  of  compartment  in  percent  Floodablt 

length  from  bow  length 

factor  1 


3-10.. 

15.. .. 

25.. .. 

ao.... 

35.. .. 

40.. .. 

45 _ 

60.. .. 
65-... 

60.... 

65.. .. 

70.. .. 

75.. .. 

80 _ 

85 . 

00-100. 


o.a 

.33 

.34 

.36 

.33 

.43 

.46 

.64 

.61 

.63 

.58 

.53 

.48 

.44 

.40 

.37 

.34 


*  Intermediate  values  of  floodable  length  factor  can  ba 
obtained  by  Interpolation. 

(b)  In  lieu  of  complying  with  para¬ 
graph  (a)  of  this  section,  any  owner  may, 
If  he  so  desires,  determine  compliance 
with  the  subdivision  and  damaged  stabil¬ 
ity  requirements  by  direct  calculations 
that  take  Into  account  the  form  and 
proportions  of  the  hull.  If  this  option  la 
taken  the  provisions  of  J  178.20-5  and 
the  alternate  procedure  of  }  179.10-3  of 
this  chapter  apply.  These  calculations 
and  the  supporting  data  must  be  sub¬ 
mitted  to  the  Commandant  for  approval. 

(c)  In  exceptional  Instances,  where 
due  to  the  form  or  design  of  the  vessel, 
the  Officer  In  Charge,  Marina  Inspec¬ 
tion.  does  not  consider  the  provisions  of 
paragraph  (a)  of  this  section  to  be  suffi¬ 
ciently  applicable,  he  may  require  sub¬ 
mittal  of  direct  calculations  as  described 
In  paragraph  (b)  of  this  section. 

(CGPR  CO-54,  as  Fit.  9835,  Sept.  39,  1960,  U 
amended  by  COFR  88-tO.  38  FA.  9789,  Sept.  6, 
1963;  COD  73-180.  30  FR  83709,  Sept.  30, 
19741 

g  178.20-5  Requirements  for  “S”  ves¬ 
sels  carrying  more  than  150  pas¬ 
sengers  and  all  “L”  vessels — S  and  L. 

(a)  For  "S’’  vessels  carrying  more  than 
150  passengers  and  all  "L."  vessels,  en¬ 
gaged  In  International  voyages,  the  loca¬ 
tion  of  the  transverse  watertight  bulk¬ 
heads  to  meet  the  requirements  for 
subdivision  and  damage  stability.  Is  de¬ 
termined  by  direct  calculations  which 


take  Into,  account  the  form  and  propor¬ 
tions  of  the  hull.  For  the  purposes  of  this 
paragraph,  the  provisions  of  subparts 
73.05,  73.15  and  Part  74  of  Subchapter  H 
(Passenger  Vessels)  of  this  chapter  shall 
be  applicable.  These  calculations  and  the 
supporting  data  must  be  submitted  to 
the  Commandant  for  approval. 

(b)  For  S  vessels  carrying  more  than 
150  passengers  and  all  L  vessels,  not 
engaged  In  International  voyages,  the 
location  of  the  transverse  watertight 
bulkheads  to  meet  the  requirements  for 
subdivision  and  damaged  stability  is  de¬ 
termined  by  direct  calculations  that  take 
Into  account  the  form  and  proportions 
of  the  hull.  For  the  purposes  of  this 
paragraph,  the  provisions  of  subparts 
73.05,  73.15  (except  73.15-15  for  vessels 
under  143  feet  In  length)  and  Part  74  of 
Subchapter  H  (Passenger  Vessels)  of  this 
chapter  ^pply.  For  vessels  not  over  143 
feet  In  length,  watertight  bulkheads 
abaft  the  collision  bulkhead,  to  be  con¬ 
sidered  effective,  may  not  be  spaced  less 
than  10  percent  of  the  load  waterline 
length  but  in  no  case  may  the  minimum 
spacing  be  less  than  6  feet.  For  double 
ended  ferries,  this  minimum  spacing  ap¬ 
plies  between  collision  bulkheads.  These 
calculations  and  supporting  data  must 
be  submitted  to  the  Commandant  for 
approval. 

{COD  73-180,  39  FH  83799,  Sept.  30.  1974) 

Subpart  178.25 — Construction  of 
Watertight  Bulkheads 
|  178.25-1  General. 

(a)  All  bulkheads  required  by  this 
part  shall  be  of  substantial  construction 
ao  as  to  be  capable  of  remaining  water¬ 
tight  with  a  head  of  water  to  the  top  at 
the  bulkhead. 

(b)  Watertight  bulkheads  shall  extend 
intact  to  the  bulkhead  deck.  Insofar  as 
reasonable  and  practical,  bulkheads  shall 
be  Installed  In  one  plane  without  steps 
or  recesses. 

(c)  The  number  of  penetrations  In 
watertight  bulkheads  shall  be  reduced 
to  a  minimum.  They  shall  be  kept  as 
high  and  as  far  inboard  as  practicable. 
Satisfactory  means  shall  be  provided  for 
muiring  such  penetrations  watertight. 

(d)  Sluice  valves  are  not  permitted  In 
watertight  bulkheads. 
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Subpart  178.30 — Drainage  of 
Weather  Deck* 

8  178.30-1  Flash  decks. 

(•)  The  weather  deck  on  a  flush  deck 
vessel  shall  be  watertight  and  shall  have 
no  obstruction  to  overboard  drainage. 

(b)  Flush  deck  vessels  may  have  solid 
bulwarks  in  the  forward  one-third  length 
of  the  vessel  provided  such  bulwarks  do 
not  form  a  well  enclosed  on  all  sides  and 
provided  that  the  foredeck  has  sufficient 
sheer  to  insure  drainage  aft. 

8178.30- 3  Cockpits. 

(a)  Cockpits  shall  be  watertight  ex¬ 
cept  that  companion  ways  may  be  in¬ 
stalled  within  the  cockpit  if  they  axe 
fitted  In  accordance  with  the  provisions 
of  1 178.35-1  (f).  Also,  on  vessels  op¬ 
erating  on  partially-protected  and  pro¬ 
tected  waters,  ventilation  openings  may 
be  provided  along  the  inner  periphery  of 
the  cockpit  If  they  are  located  as  high  as 
possible  in  the  side  of  the  cockpit  and 
the  height  of  the  opening  does  not  exceed 
2  Inches. 

(b)  Cockpits  shall  be  self-balling. 
The  scuppers  Installed  for  this  purpose 
shall  be  located  so  as  to  be  effective 
considering  probable  list  and  trim. 

(c)  The  minimum  combined  area,  In 
square  inches,  of  the  scuppers  shall  be 
determined  by  dividing  the  area  of  the 
cockpit,  in  square  feet,  by  10. 

(d)  Cockpit  decks  shall  be  located  as 
high  above  the  load  waterline  as  practi¬ 
cable.  On  vessels  operating  on  exposed 
or  partially-protected  waters,  this  height 
shall  not  be  less  than  10  Inches,  except 
that,  cockpit  decks  of  less  than  10-lnch 
freeboard  may  be  approved  by  the  Com¬ 
mandant  upon  demonstration  that  the 
subdivision,  damaged  stability  and  sta¬ 
bility  requirements  of  Subchapter  H 
(Passenger  Vessels)  of  this  chapter  are 
met  satisfactorily. 

8178.30- 5  Well-decks. 

(a)  Well-decks  shall  be  watertight. 

(b)  Except  as  otherwise  provided  in 
this  section,  on  vessels  operating  on  ex¬ 
posed  or  partially  protected  waters,  for 
each  running  foot  of  bulwark  In  the  after 
two- thirds  length  of  the  vessel  there  shall 
be  provided  not  less  than  the  amount  of 
freeing  port  area  specified  in  Table 

178.30- 8<b) .  The  freeing  ports  shall  be 
located  so  as  to  be  effective  considering 
probable  list  and  trim.  If  the  vessel  Is 


of  such  a  design  that  there  Is  not  free 
drainage  from  the  foredeck  aft,  then 
freeing  porta  In  accordance  with  Table 
l7840-6(b)  shall  be  provided  on  the 
basts  of  the  entire  length  of  the  bulwark 
fitted. 

(c)  Vessels  operating  on  partially  pro¬ 
tected  waters  but  with  a  reserve  of  sta¬ 
bility  sufficient  to  meet  the  stability  re¬ 
quirements  for  exposed  waters  shall  com¬ 
ply  with  the  provisions  of  paragraph  (b) 
of  this  section  except  that  such  vessels 
may  be  provided  with  not  less  than  60 
percent  of  the  amount  of  treeing  port 
area  specified  In  Table  17840-6  (b). 

Table  17S.»-6(b) 


Depth  of  well  or  height  of  (olid 
bulwark  In  inches 

Freeing  port  area 
in  square  Inches 
per  toot  of  bulwark 
length  > 

ft _ _ _ _ 

2 

12.... . 

4 

1ft  _  _  _  _ 

8 

24 _  _  _ 

12 

30 . 

18 

» _ 

K 

i  Intermediate  valaea  of  freeing  port  uw  can  be  ob¬ 
tained  by  interpolation. 


(d)  On  vessels  operating  on  protected 
waters,  the  freeing  port  area  draining 
well-decks  shall  be  at  least  equivalent  to 
that  required  for  a  cockpit  of  the  same 
size  by  ( 17840-3(0. 

[COPR  61-13,  36  FJEt.  8027.  lUy  6, 1061] 

817840-7  Open  boats. 

(a)  A  deck  within  the  hull  of  an  open 
boat.  If  provided,  shall  drain  to  the  bilge. 
Overboard  drainage  of  the  deck  Is  not 
permitted. 

Subpart  178.35 — Hatches  and 
Coamings 
8  17845-1  General. 

(a)  Except  as  otherwise  provided  to 
this  section,  all  hatches  exposed  to  the 
weather  shall  be  of  watertight  construc¬ 
tion. 

(b)  Hatches  on  watertight  trunks  ex¬ 
tending  not  less  than  13  Inches  above 
the  weather  deck  and  hatches  in  cabin 
tops  may  be  weathertight. 

(c)  On  vessels  operating  on  protected 
waters,  all  hatches  may  be  weathertight. 

(d)  Covers  or  closures  for  all  hatches 
on  weather  decks,  trunks,  or  cabin 
trunks  shall  be  fitted  with  securing  de¬ 
vices  and  shall  be  attached  to  the  hatch 
frame  or  coaming  by  hinges,  captive 
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chains,  or  other  devices  to  prevent  their 
ocming  adrift. 

(e)  Securing  devices  for  required  es¬ 
cape  hatches  which  lead  to  living  quar¬ 
ters  or  passenger  accommodations  shall 
be  such  that  the  hatch  may  be  opened 
from  either  side. 

(f)  Openings  in  deck  houses  or  In 
eompanlon ways  which  give  access  Into 
the  hull  and  which  are  located  In  cock¬ 
pits.  wells,  or  in  exposed  locations  on 
flush  decked  vessels,  shall  be  fitted  with 
weatbertlght  doors  and  shall  have  per¬ 
manent  watertight  coamings  In  accord¬ 
ance  with  Table  178.35-1  (f ) . 

Tails  178J4-K0 


Bool*  Height  of 

Exposed  or  putMtv  protected _ « Inches. 

Protected - (Inches. 


(1)  If  substantially  constructed, 
hinged,  watertight  doors,  equipped  with 
dogs  and  gaskets,  are  provided  where 
coamings  are  required,  the  height  of  the 
coaming  need  only  be  sufficient  to  ac¬ 
commodate  the  door. 

Subpart  178.40— Hull  Penetrations 
and  Shell  Connections 
|  178.40-1  General. 

(a)  The  number  of  openings  In  the 
vessel’s  sides  below  the  weather  deck 
shall  be  a  minimum. 

(b)  Portllghts  which  can  be  opened 
are  not  permitted  In  the  vessel’s  sides 
on  vessels  operating  on  exposed  or  par¬ 
tially-protected  waters  except  as  fol¬ 
lows: 

(1)  On  vessels  which  are  not  required 
to  meet  the  one  compartment  standard 
of  subdivision,  they  may  be  permitted  If 
the  lower  rim  of  each  portllght  Is  at  least 
SO  Inches  above  the  load  waterline. 

(2)  On  vessels  which  are  required  to 
meet  the  one  compartment  standard  of 
subdivision,  they  may  be  permitted  if 
the  lower  rim  of  each  portllght  is  at 
least  30  Inches  above  the  load  water  line. 
Additionally.  In  determining  compliance 
with  the  one  compartment  standard,  the 
portllghts  shall  be  treated  In  the  manner 
set  forth  In  1  178.20-1  <a).  If  the  sub¬ 
division  Is  calculated  as  prescribed  by 
Subchapter  H  (Passenger  Vessels)  of  this 
chapter,  the  damage  trim  water  lines 
shall  be  taken  not  less  than  3  Inches 
below  the  portllghts. 


(e)  All  portllghts  which  are  permitted 
In  a  vessel's  sides  on  vessels  operating  an 
exposed  or  partially-protected  waters, 
whether  of  the  opening  or  the  fixed  type, 
shall  be  fitted  with  dead  covers. 

(d)  All  Inlets  and  dischargee  led 
through  the  vessel’s  hull  below  a  line 
drawn  parallel  to  and  not  lees  than  six 
inches  above  the  load  waterline  shall  be 
fitted  with  efficient  and  accessible  means 
for  preventing  the  accidental  admission 
of  water  Into  the  vessel  In  the  event  of 
fracture  or  failure  of  such  pipes.  Engine 
exhausts  led  through  the  bull  are  not 
required  to  have  such  means  of  closure. 
Cast  Iron  hull  connections  or  valves  are 
not  permitted.  Plug  cocks  shall  be  con¬ 
structed  with  satisfactory  and  positive 
means  of  preventing  the  plug  from  be¬ 
coming  loosened  or  removed  from  the 
body  when  the  plug  is  operated.  Cocks 
having  plug  locking  arrangements  de¬ 
pending  on  cotter  pins  are  prohibited. 

(e)  Positive  action  valves  or  cocks  lo¬ 
cated  against  the  hull  or  as  close  as 
possible  to  the  hull  In  way  of  Intake  and/ 
or  discharge  piping  will  be  acceptable 
provided  they  are  readily  accessible. 
Shutoff  valves  with  positive  means  of 
closing  from  the  weather  deck  will  be 
required  In  way  of  hull  connections  which 
are  inaccessible.  The  remote  closure 
■hall  be  labeled  for  identity  and  direc¬ 
tion  of  closing. 

PART  179— STABILITY 

Sub  port  179.01 — Application 

Bee. 

1  T9 .01-1  General. 

Subpart  179.05 — Stability  Te*t 
17908-1  Whan  required. 

Subpart  179.10— Stability  Teet  Piaesdero 

179.10- 2  Procedure  tor  "S”  veeeele  carrying 

not  more  then  180  passengers— a. 

179 .10- $  Alternate  procedure  for  "8"  veeeele 

carrying  not  more  than  150  pee- 

179.10- 5  Procedure  for  “8 "  veeeele  carrying 

more  than  150  paeeengeia  and  aU 

V  veeeele — 8  and  L. 

Subpart  179.15 — Alteration  e»  Vestel 
179.15-1  General. 

Svbport  179.20— Stability  Letter 
179.20-1  Posting. 

17920-8  Conditions  of  operation. 

AoTHoamr :  The  provisions  at  tills  Part  179 
Ueued  under  BA.  4405,  as  amended.  4463,  ee 
amended,  sea.  8.  70  8 tat.  182,  see.  0(b)  (1).  90 
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Btet  988;  48  0J8.O.  875,  418,  890b,  40  UJB.C. 
1655(b);  49  CTB  1.4(a)(9).  Interpret  or  ap¬ 
ply  Ha.  4417,  aa  amended,  4418,  ae  amended. 
4496,  aa  amended,  4453,  aa  amended,  4488,  aa 
amended;  46  0.8.0.  891,  899,  404,  435,  481. 

Souses:  The  provisions  of  thla  Part  179 
contained  In  CO  PR  60-54,  95  FH.  9897,  Sept. 
99,  1950,  unless  otherwise  noted. 

Subpart  179.01— Application 
S  179.01-1  General. 

(a)  S.  The  provisions  of  thla  part 
shall  apply  to  the  following  “8”  Teasels: 

(1)  All  reasela  carrying  more  than  49 
passengers. 

(2)  All  Teasels  permitted  an  Increased 
Passenger  allowance  by  {  176.01-25(b) 
of  this  subchapter. 

(3)  Any  other  reesel  whose  stability 
Is  questioned  by  the  Officer  in  Charge, 
Marine  Inspection. 

(b)  L.  The  provisions  of  this  part 
Shall  apply  to  all  “L~  vessels. 

[OOFR  68-40.  98  VSL.  9739.  Sept.  8, 1988] 

Subpart  179.05— Stability  Test 
§  179.05-1  When  required. 

(a)  Except  as  otherwise  provided  in 
this  section,  each  vessel  to  which  this 
part  applies  shall  be  subjected  to  a  sta¬ 
bility  test  conducted  by  the  owner, 
builder  or  his  representative  tinder  the 
supervision  of  the  Coast  Guard.  The 
test  shall  be  satisfactorily  completed 
prior  to  the  Issuance  of  a  certificate  of 
Inspection. 

(b)  The  Officer  In  Charge,  Marine  In¬ 
spection.  may  permit  the  stability  test 
of  a  vessel  to  be  dispensed  with  If  the 
stability  of  an  Identical  sister  vessel  has 
previously  been  ascertained  to  be  In  com¬ 
pliance  with  the  provisions  of  this  part: 
Provided,  however,  That  the  vessel  Is 
not  to  be  employed  In  a  more  severe 
service  or  at  a  deeper  draft  than  that 
for  which  the  vessel  was  originally  tested. 

(c)  Hie  Commandant  may  allow  the 
stability  test  of  a  vessel  to  be  dispensed 
with  In  exceptional  cases  where  It  can 
be  established  that  due  to  form,  con¬ 
struction  and  arrangement  of  the  vessel, 
the  stability  can  be  safely  determined 
without  a  test 

Subpart  179.10— Stability  Test 
Procedure 

|  179.10-1  Procedure  for  US"  vessels 
carrying  not  more  than  150  passen¬ 
gers— S. 

(a)  The  vessel  Is  to  be  complete  In  all 
nepecte.  Ballast  if  necessary,  Is  to  be 


of  the  permanent,  fixed  type  and  Is  to  be 
on  board  and  in  place.  Fuel  and  water 
tanks  are  to  be  approximately  three- 

quarters  full. 

(b)  The  weight  of  the  passengers  and 
other  load,  If  any,  Is  to  be  simulated  by 
equivalent  deadweight  distributed  so  as 
to  provide  normal  trim  and  to  simulate 
the  most  unfavorable  vertical  center  of 
gravity  likely  to  occur  In  service.  The 
number  of  passengers  used  in  determin¬ 
ing  the  total  passenger  weight  shall,  in 
no  case,  be  more  than  the  maximum 
number  permitted  by  the  applicable  cri¬ 
teria  in  1  176.01-25  of  this  subchapter. 

(c)  On  vessels  having  non-return 
closures  on  cockpit  scuppers  or  on 
weather  deck  drains,  such  closures  shall 
be  restrained  In  the  open  position  during 
the  course  of  the  test. 

(d)  For  the  purposes  of  this  part,  th* 
weight  per  passenger  shall  be  taken  at 
160  pounds  except  that  on  protected 
waters,  a  weight  per  passenger  of  140 
pounds  may  be  used  when  the  passenger 
load  consists  of  men.  women,  and  chil¬ 
dren. 

(e)  With  deadweight  on  board  equiva¬ 
lent  to  the  total  passenger  and  other 
load.  If  any,  the  vessel  shall  not  exceed 
the  limitations  on  hull  immersion  and 
angle  of  list  set  forth  In  paragraphs  (f) 
and  (g)  of  this  section,  when  subjected 
to  the  greater  of  the  following  heeling 
momenta: 

(I) 

When: 

*>:=  Passenger  heeling  moment,  ta  foe* 
pound#. 

W=  Total  weight  of  peeeengere.  In  pound*. 

B_=  Maximum  beam  of  reesel  which  Is  ee- 
oeeelbie  to  the  peeeengere.  In  feet. 

arv=:Fx4x*  (t) 

When: 

Mw= Wind  heeling  moment.  In  foot  pounds. 

Pm  Wind  pressure  factor.  In  pounds  p er 
square  foot,  in  accordance  with  the 
following: 

7.5  tor  protected  watere; 

10.0  for  partially-protected  wa¬ 
tere;  or 

16.0  for  expoaed  water*. 

Am  Aim,  In  square  feet,  of  the  projected 
lateral  surface  of  the  vessel  shove 
the  loed  waterline.  This  surfeoe 
Includes  the  hull,  superstructure 
and  areas  bounded  by  railings  and/ 
or  structural  canopies. 

Mm  Height,  In  feet,  to  the  eenter  of  ana 
(4)  above  the  load  waterline. 

(f)  When  subjected  to  the  required 
hniing  moment,  the  Immersion  of  th* 
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least  freeboard  (or  at  a  point  three- 
quarters  of  the  length  of  the  Vessel  from 
the  bow  If  the  least  freeboard  Is  aft  of 
this  point)  shall  not  exceed  the  follow¬ 
ing,  as  applicable: 

(1)  On  flush  deck  vessels  the  free¬ 
board  shall  be  measured  to  the  top  of 
the  weather  deck  at  the  side  and  the  Im¬ 
mersion  shall  not  be  more  than  one-half 
of  this  freeboard. 

(2)  On  well  deck  vessels  the  freeboard 
shall  be  measured  to  the  top  of  the 
weather  deck  at  side.  The  immersion 
shall  not  be  more  than  one-half  free¬ 
board;  except  that  for  vessels  operating 
on  protected  waters  and  having  scuppers 
rather  than  freeing  ports,  Immersion  to 
the  full  freeboard  may  be  permitted  pro¬ 
vided  It  does  not  exceed  one-quarter  the 
height  from  the  load  waterline  to  the  top 
of  the  gunwale. 

(3)  On  cockpit  boats  the  freeboard 
shall  be  measured  to  the  top  of  the  gun¬ 
wale.  The  maximum  allowable  immer¬ 
sion  shall  be  determined  as  follows: 

u.T'mnm  allowable  lm- _  1  (It-lJl) 

meralon  (Expoeed  water*)  “  4L 

(t) 

Maximum  allowable  lm- 
merslon  (PartlaUv-pro-  M  1  (»*■-»> 
tected  or  protected  wa-  4 L 


Where: 

/no  Freeboard,  In  feet. 

i=*  Length  of  vassal,  as  defined  In  1 176  JO- 
19  of  thla  subchapter. 

la  Length  of  cockpit  In  feet. 

(4)  On  open  boats  the  freeboard  shall 
be  measured  to  the  top  of  the  gunwale 
and  the  maximum  allowable  Immersion 
shall  be  one-quarter  of  this  freeboard. 

(g)  When  subjected  to  the  required 
heeling  moment,  the  maximum  angle  of 
list  also  shall  not  exceed  14  degrees. 

(h)  Vessels  carrying  vehicular  loads, 
in  addition  to  complying  with  the  other 
provisions  of  this  subpart,  shall  be  tested 
to  determine  that  maximum  trim  or  list 
during  loading  or  unloading  will  not  be 
excessive. 

|  CGFR  80-54.  35  VS.  9S37,  Sspt.  39,  1900,  as 
amended  by  CCJFR  83-40,  38  PJt.  9789,  Sept.  8, 
19831 

8  179.10-3  Alternate  procedure  for  “S” 
vessels  carrying  not  more  than  150 
passenger*— S. 

(a)  In  lieu  of  complying  with  f  179.10- 
1  any  owner  may,  If  be  so  desires,  carry 
out  an  inclining  test  In  accordance  with 


H  (Passenger  Vessels)  of  this  chapter. 
The  results  of  the  test  together  with  the 
supporting  plans  and  data  shall  be  sub¬ 
mitted  to  the  Commandant  for  approval.. 

(b)  In  exceptional  Instances,  where- 
due  to  the  form  or  design  of  the  vessel,, 
the  Officer  in  Charge,  Marine  Inspec¬ 
tion,  does  not  consider  the  provisions  of 
I  179.10-1  to  be  sufficiently  applicable, 
he  may  require  an  inclining  test  to  be 
carried  out  In  accordance  with  the  pro¬ 
visions  of  Part  74  of  Subchapter  H  (Pas¬ 
senger  Vessels)  of  this  chapter.  The 
results  of  the  test  together  with  the  sup¬ 
porting  plans  and  data  shall  be  submit¬ 
ted  to  the  Commandant  for  approval. 
[COPS  60-64,  38  F-R.  9337,  Sept,  39,  1980,  as 
amended  by  COPE  83-40, 38  PJt.  9739.  Sept.  6. 
1988] 

§  179.10-5  Procedure  for  “S”  veaael* 
carrying  more  than  150  pasaenaera 
and  all  “L”  veaael* — S  and  L. 

(a)  The  stability  of  “8”  vessels  carry¬ 
ing  more  than  150  passengers  and  all 
"Ij”  vessels  shall  be  checked  according 
to  the  standards  and  procedures  set  forth 
In  Part  74  of  Subchapter  H  (Passenger 
Vessels)  of  this  chapter. 

(b)  The  results  of  the  test  together 
with  the  supporting  plans  and  data  «h*ii 
be  submitted  to  the  Commandant  for 
approval. 

[OOra  88-40.  36  VS.  9739,  Sept.  6,  1988] 

Subpart  179.15 — Alteration  of  Vessel 
g  179.15-1  General. 

(a)  After  compliance  with  the  re¬ 
quirements  of  this  part  has  been  verified 
by  either  of  the  procedures  set  forth  In 
Subpart  179.10,  the  vessel  shall  not  bo 
altered  In  any  manner  which  would  ad¬ 
versely  affect  the  stability.  The  Officer 
In  Charge,  Marine  Inspection.  Is  to  be 
notified,  In  writing,  prior  to  removing  or 
relocating  ballast,  or  making  any  altera¬ 
tion  which  Increases  the  lateral  surface 
area  of  the  vessel,  increases  the  vessel's 
draft,  or  changes  the  vertical  distribu¬ 
tion  of  passenger  spaces  or  weights  on 
board. 

Subpart  179.20 — Stability  Letter 
g  179.20-1  Posting. 

(a)  Each  vessel  subject  to  the  re¬ 
quirements  of  this  part  shall  have 
posted  under  glass  or  other  transparent 
material  In  the  pilothouse  a  stabllty  let¬ 
ter  issued  by  the  United  States  Coast 
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Guard.  Where  posting  Is  Impractical, 
the  stability  letter  shall  be  kept  on  board 
In  the  custody  of  the  licensed  operator. 

5  179.20-5  Conditions  of  operation. 

(a)  The  stability  letter  shall  Indicate 
the  conditions  of  operation  under  which 
the  vessel  will  have  satisfactory  stability. 

PART  180— LIFESAVING  EQUIPMENT 

Subpart  1  SO. 01 — Application  and  Intont 

Oeo. 

180.01-1  Application. 

180.01 -B  Intent. 

Subpart  1 80.05— General  Provisions  Pertaining 
to  Ufasaving  Equipment 

180.06-1  Equipment  of  an  approved  type. 
18006-6  equipment  Installed  but  not  re¬ 
quired. 

Subpart  180.10 — Primary  Lifesaving  Equipment 
Required 

180.10- 1  General. 

180.10- 6  Requirement*  for  vessel*  In  ocean 

or  coastwise  service. 

180.10- 15  Requirement*  for  vessel*  in  Great 

Lakes  service. 

180.10- 30  Requirements  for  vessels  in  lakes. 

bays.  and  sounds  service. 

180.10- 26  Requirement#  for  vessel*  In  river 

service. 

100.10- 30  Substitutions. 

180.10- 35  Rescue  boat — L. 

Subpart  180.15 — Equipment  for  Ufa  Floats  and 
Buoyant  Apparatus 

180.15- 1  Rqulpment  required. 

180.16- 6  Description  of  equipment  for  life 

floats  and  buoyant  apparatus. 

180.16- 10  Stowage  of  equipment. 

Subpart  180.20 — Stowage  and  Marking  of 
lifesaving  Appliances 

18020-1  Stowage  of  lifesaving  appUanoec 
18020-6  Marking. 

Subpart  180.25 — Ilf#  Preservers 

180.26-1  Type  required. 

18025-6  Number  required. 

18025-10  Distribution  and  stowage. 
18026-18  Marking. 

Subpart  1 80.30 — Ring  Ilf*  Buoys  and  Water 
lights 

18020-1  General. 

180.30-5  Number  and  stae  required. 
18020-10  Location,  distribution,  and  eecur- 
lng. 

Subpart  1 80.35 — Pyrotechnic  Distress  Signals 

18025-1  General. 

18025-6  Number  required. 

18036-10  Stowage. 


Subpart  18030 — Emergency  Position  Indicating 
Radiobeacon  (EPtRS) 

Sec. 

180.40-1  Emergency  position  indicating 
radiobeacon  (EPERB) . 

Authority:  The  provisions  of  this  Part  180 
Issued  under  R  S.  4406.  as  amended,  4482,  ** 
amended,  see.  8.  70  Stat.  163.  eeo.  6(b)(1). 
80  stat.  038;  48  03.0.  876. 416,  390b.  49  08.0. 
1866(b);  49  CPU  1.4(a)(2).  unleu  otherwise 
noted.  Interpret  or  apply  RjS.  4417,  as 
amended,  4418,  as  amended.  4431.  as  amended. 
4438,  as  amended,  4463,  as  amended,  4488,  as 
amended;  48  Ufi.O.  891,  893.  899. 404.  488,  481. 

Souses;  The  provisions  of  this  Part  ISO 
contained  In  COPR  80-64,  36  PJL  9339,  Sept. 
29, 1960,  unless  otherwise  noted. 

Subpart  180.01— Application  and 
Intont 

§  180.01-1  Application. 

(a)  The  provisions  of  this  part  shall 
apply  to  all  vessels  except  as  specifically 
noted  in  this  part. 

§  180.01—5  Intent. 

(a)  The  intent  of  this  part  is  to  Insure 
that  each  vessel  carry  sufficient  life¬ 
saving  equipment  to  provide  for  timely 
rescue  and  survival  of  the  personnel  on 
board  in  the  event  of  a  casualty  to  the 
vessel.  Due  consideration  will  be  given 
to  the  number  of  persona  carried  and 
the  hazards  of  the  route  permitted. 

Subpart  180.05 — General  Provisions 
Pertaining  to  Lifesaving  Equipment 

6  180.05—1  Equipment  of  an  approved 
type. 

(a)  Where  equipment  in  this  part  Is 
required  to  be  of  an  approved  type,  such 
equipment  requires  the  specific  approval 
of  the  Commandant.  Notification*  re¬ 
garding  approvals  are  published  In  the 
Federal  Register,  and  In  addition  are 
contained  In  Coast  Guard  publication 
CG-190.  “Equipment  Lists.” 

(b)  Specifications  for  lifesaving  equip¬ 
ment  Items  required  to  be  of  an  approved 
type  have  been  promulgated  and  are  con¬ 
tained  in  Subchapter  Q  (Specifications) 
of  this  chapter.  In  general,  such  speci¬ 
fications  are  of  Interest  only  to  the 
manufacturer  of  specific  items  of  equip¬ 
ment.  The  subparts  In  Subchapter  Q 
containing  specifications  for  the  livesav- 
lng  equipment  required  by  this  part  are 
as  follows: 

(1)  Life  floats _  160.027. 

(2)  Buoyant  appara¬ 

tus  . . 160.010. 

(3)  Lifeboats _  160.035. 
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(4)  Life  rafts . 160.018. 

(5)  Inflatable  life 

rafts  .  160.051. 

(6)  Life  preservers _  160.002,  160.005, 

160.055. 

(7)  Ring  life  buoys. -  160.009,  160.050. 

(8)  Water  lights _  160.012,  161.001. 

(9)  Distress  signals: 

Red  flare .  160.021. 

Orange  smoke.  160.037. 

Comblnat  ion 
flare  and 

smoke _  180.023. 

(10)  Type  A  EPIRB’s.  181.011. 

(RA.  4491,  as  amended,  sec.  S.  17,  64  Stat. 
164,  aa  amended,  166.  as  amended:  46  UJS.C. 
489,  626e,  626p:  49  CCS  1.4(b)(1)(H)  and 
1.46(b))  (COFR  60-64,  26  PR  9329,  Sept.  29, 
1960,  as  amended  by  COFR  66-9,  80  FR  11496, 
Sept.  8,  1966;  COD  73-24R,  89  FR  10140, 
Mar.  18.  1974) 

§  180.05-5  Equipment  installed  but  not 
required. 

(a)  S  and  L.  Except  as  further  modi¬ 
fied  in  this  section,  where  Items  of  life¬ 
saving  equipment  are  not  required,  but 
are  Installed,  such  equipment  and  Its  In¬ 
stallation  shall  meet  the  requirements  of 
this  part.  However,  the  Commandant 
may,  after  suitable  Investigations  and 
testa,  accept  lifesaving  devices  In  excess 
of  those  required,  which  are  of  a  type 
not  contemplated  by  the  regulations  In 
this  part,  if  the  safety  of  those  on  board 
Is  Improved  thereby. 

(b)  S.  Special  purpose  water  safety 
buoyant  devices  (such  as  water  ski  vests, 
hunter’s  buoyant  jackets,  etc.) .  In  order 
to  be  of  an  approved  type,  shall  be  con¬ 
structed.  listed  and  labeled  In  accordance 
with  Subpart  160.064  of  Subchapter  Q 
(Specifications)  of  this  chapter.  Small 
passenger  vessels  may  carry  special  pur¬ 
pose  water  safety  buoyant  devices  of 
approved  type  as  excess  equipment. 
[CQFB  64-80,  29  FR.  7890,  June  6,  1964) 

Subpart  180.10 — Primary  Lifesaving 
Equipment  Required 
6  180.10-1  General. 

(a)  All  life  floats  and  buoyant  ap¬ 
paratus  shall  be  of  approved  types. 

(b)  The  term  "primary  lifesaving 
equipment”  means  a  lifeboat  or  an  ac¬ 
ceptable  substitute.  The  acceptable  sub¬ 
stitute  may  include  Uferafts,  llfefloate, 
rescue  boats,  and  buoyant  apparatus  un¬ 


der  certain  conditions.  Life  preservers 
and  ring  buoyt  are  not  Included  In  the 
definitions  of  "primary  lifesaving  equip¬ 
ment.” 

(RA.  4491,  u  amended:  46  DAO.  489) 
(COFR  60-64  ,  26  PR.  9329,  Sept.  29,  1960, 
aa  amended  by  COFR  66-82,  83  PR.  6726. 
Apr.  12.  1968) 

§  180.10-5  Requirements  for  vessels  in 
ocean  or  coastwise  service. 

(a)  Except  as  otherwise  provided  In 
this  section,  vessels  In  ocean  service  shall 
carry  sufficient  life  floats  for  all  persons 
on  board,  and  vessels  in  coastwise  serv¬ 
ice  shall  carry  sufficient  life  floats  or 
buoyant  apparatus  for  all  persons  on 
board. 

( 1 )  Vessels  whose  routes  are  restricted 
to  20  miles  from  a  harbor  of  safe  refuge 
shall  carry  life  floats  or  buoyant  appara¬ 
tus  for  not  less  than  50  percent  of  all 
persons  on  board. 

(2)  For  vessels  operating  not  more 
than  one  mile  from  land,  the  Officer  in 
Charge.  Marine  Inspection,  may  permit 
operation  with  reduced  amounts  of  life 
floats  or  buoyant  apparatus  when  In  his 
opinion  it  Is  safe  to  do  so.  In  permitting 
such  reduction  the  Officer  In  Charge, 
Marine  Inspection,  shall  consider  the 
vessel,  its  scope  of  operation  and  the  haz¬ 
ards  of  the  route. 

(b)  After  July  1.  1968,  all  Ilf efl oats 
and  buoyant  apparatus  shall  be  Interna¬ 
tional  orange  In  color. 

(COFR  SO-64.  26  FR.  9329.  Sept.  29.  I960,  as 
•mended  by  COFR  68-82,  88  FR.  6728,  Apr. 
12,  1988] 

f  180.10—15  Requirements  for  vr— els 
in  Great  Lakes  service. 

(a)  Except  as  otherwise  provided  In 
this  section,  vessels  In  Great  Lakes  serv¬ 
ice  shall  carry  sufficient  life  floats  or 
buoyant  apparatus  for  not  less  than  50 
percent  of  all  persons  on  board. 

(1)  Vessels  navigating  not  more  than 
one  mile  from  land  are  not  required  to 
carry  life  floats  or  buoyant  apparatus. 

(b)  After  July  1,  1968.  all  llfefloate 
and  buoyant  apparatus  shall  be  Interna¬ 
tional  orange  In  color. 

[COFR  SO-64,  26  FR.  9829.  Sept.  29.  1980, 
as  amended  by  CQFB  88-82,  88  FR.  6728, 
Apr.  12,  1968] 

S  180.10-20  Requirement*  for  vrsenls 
in  lakes,  bays,  and  found*  service. 

(a)  Except  as  otherwise  provided  In 
this  section,  vessels  in  lakes,  bays,  and 
sounds  service  shall  carry  sufficient  lift 
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floats  or  buoyant  apparatus  lor  not  less 
than  30  percent  of  all  persons  on  board. 

(1)  Vessels  navigating  not  more  than 
1  mile  from  land  are  not  required  to 
carry  life  floats  or  buoyant  apparatus. 

<b)  After  July  1,  1968,  all  llfefloats 
and  buoyant  apparatus  shall  be  either 
International  orange  or  white  In  color. 
(COPB  90-64,  as  P-R.  0339,  Sept.  39.  i960, 
■a  amended  by  COFB  08-33.  83  PR.  5730. 
Apr.  13.  1968] 

8  180.10-25  Reqalwwwli  foe  vessels 
in  river  service. 

(a)  Except  as  otherwise  provided  In 
this  section,  vessels  In  river  service  shall 
carry  sufficient  Ufe  floats  or  buoyant  ap¬ 
paratus  for  not  less  than  10  percent  of 
all  persons  on  board. 

(1)  Vessels  navigating  not  more  than 
1  mile  from  land  are  not  required  to 
carry  life  floats  or  buoyant  apparatus. 

{  180.10-30  Substitutions, 

(a)  Lifeboats  and  rigid  type  life  rafts 
of  an  approved  type  may  be  substituted 
for  any  portion  of  the  primary  lifesaving 
equipment  required.  Such  boats  and 
rafts  shall  be  equipped  and  stowed  as  re¬ 
quired  by  the  Officer  In  Charge,  Marine 
Inspection. 

(b)  Suitable  dinghies,  dories,  skiffs, 
etc.,  may  be  substituted  for  any  portion 
of  the  primary  lifesaving  equipment  re¬ 
quired.  under  such  conditions  as  may  be 
determined  by  the  Officer  In  Charge, 
Marine  Inspection. 

(c)  Inflatable  life  rafts  of  an  approved 
type  may  be  substituted  for  any  portion 
of  the  primary  lifesaving  equipment 
required. 

(d)  Ring  life  buoys  of  an  approved 
type  may  be  substituted  for  a  portion  of 
the  primary  lifesaving  equipment  re¬ 
quired.  One  ring  life  buoy  shall  be  re¬ 
quired  for  each  person  accommodated 
and  no  more  than  2  ring  life  buoys  may 
be  used  In  the  substitution.  These  ring 
Ufe  buoys  when  provided,  shall  be  In  ad¬ 
dition  to  the  ring  Ufe  buoy  required  by 
this  part. 

8  180.10—35  Rescue  boat— L. 

(a)  A  suitable  rescue  boat  shaU  be  re¬ 
quired  except  when,  in  the  opinion  of  the 
Officer  In  Charge,  Marine  Inspection,  the 
vessel  Is  of  such  design  and  operating 
characteristics  that  the  vessel  Itself  pro¬ 
vides  a  fully  satisfactory  rescue  plat¬ 
form.  For  protected  waters,  a  rescue  boat 
constructed  in  accordance  with  Subpart 


160.058  of  Subchapter  Q  (Specifications) 
of  this  chapter  is  acceptable  In  meeting 
the  intent  of  this  paragraph.  For  exposed 
waters,  a  more  seaworthy  rescue  boat 
may  be  required  but  In  no  case  shall 
more  than  one  approved  lifeboat  suitable 
tor  rescue  work  be  required. 

[COFB  68-65,  S3  PR.  19993.  Dm.  Sg.  19681 

Subport  180.15 — Equipment  for  Life 
Floats  and  Buoyant  Apparatus 
S  180.15-1  Equipment  required. 

(a)  Each  Ufe  float  shall  be  fitted  with 
a  Ufe  line  and  shall  be  equipped  with  two 
paddles,  a  water  Ught  and  a  painter. 

(b)  Each  buoyant  apparatus  shall  be 
fitted  with  a  life  line  and  shall  be 
equipped  with  a  water  light  and  painter. 

8  180.15-5  Description  of  equipment 
for  life  floats  and  buoyant  apparatus. 

(a)  Ufe  line.  The  Ufe  line  shall  be 
properly  secured  around  the  sides  and 
ends  of  the  life  float  or  buoyant  appara¬ 
tus,  festooned  In  bights  not  longer  th.n 
3  feet,  with  a  seine  float  In  each  bight, 
which  float  may  be  omitted  If  the  line  Is 
of  an  Inherently  buoyant  matartai  amt 
absorbs  Uttle  or  no  water.  The  Ufe  line 
shall  be  of  a  size  and  strength  not  Ism 
than  %-lnch  diameter  maniia 

(b)  Paddles.  Paddles  «h*n  be  not 
leas  than  4  feet  long. 

(c)  Painter.  The  painter  for  Ufe 
floats  and  buoyant  apparatus  shaU  be  of 
manlla  rope  not  less  than  2  inches  in 
circumference  or  equivalent.  It  shun  be 
not  less  than  4  fathoms  m  length 

(d>  Water  tight.  The  water  light 
be  of  an  approved  type  constructed  In 
accordance  with  Subpart  160.013. 101.001, 
or  161.010  of  Subchapter  Q  (Specifica¬ 
tions)  of  this  chapter.  Water  lights  con¬ 
structed  In  accordance  with  Subpart 
160.013  or  161.001  of  this  chapter  shall 
not  be  installed  after  December  31, 1971, 
but  may  be  retained  In  existing  installa¬ 
tions  as  long  as  they  are  maintained  In 
good  condition. 

fCOFB  60-84,  38  PR.  0839.  Sept.  39.  1960.  as 
amsndsd  by  COFB  69-73.  S4  PR.  17508,  Oct. 
39,  I960) 

8  180.15-10  Stowage  of  equipment. 

(a)  Paddies  shaU  be  lashed  on  tha 
sides  of  the  Ufe  floats  to  which  they 
belong. 

(b)  The  water  Ught  shall  be  attached 
to  the  Ufe  float  or  buoyant  apparatus  by 
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a  lanyard  o t  %-lnch  diameter  manlia 
line  or  equivalent.  The  lanyard  shall  be 
18  feet  In  length. 

Subpart  7  80.20 — Stowage  and  Mark¬ 
ing  of  Lifesaving  Appliances 

|  180.20-1  Stowage  of  lifesaving  appli¬ 
ances. 

(a)  Life  floats  and  buoyant  appara¬ 
tus  shall  be  stowed  in  such  a  manner  os 
to  be  readily  launched.  Life  floats  ex¬ 
ceeding  400  pounds  in  weight  shall  be 
stowed  in  such  a  manner  as  not  to  re¬ 
quire  lifting  before  launching. 

(b)  Life  floats  and  buoyant  apparatus 
shall  not  be  secured  to  the  vessel  except 
by  lashings  which  eon  be  easily  slipped. 
They  may  be  stowed  In  tiers  one  above 
the  other  to  a  height  of  not  more  than 
4  feet,  provided  such  stowage  does  not 
interfere  with  the  navigation  of  the  vee- 
eeL  When  stowed  In  tiers  the  separate 
units  shall  be  kept  apart  sufficiently  to 
prevent  sticking  together  by  means  of 
suitable  distance  pieces.  Means  shall  be 
provided  to  prevent  shifting. 

(c)  (1)  Hydraulic  releasee  approved 
under  Subpart  160.062  of  Subchapter  Q 
(specifications)  of  this  chapter,  and 
sprlng-tensloned  gripes  may  be  permited 
in  the  installation  of  any  llferaft.  Inflat¬ 
able  llferaft,  lifeboat,  or  buoyant  ap¬ 
paratus.  On  and  after  July  1,  1969,  only 
hydraulic  releases  approved  under  Sub- 
part  160.062  of  this  chapter  may  be  used. 

(2)  Existing  hydraulic  releasee  may 
be  returned  to  their  manufacturers  or  to 
repair  faculties  designated  by  their 
manufacturers  for  the  purpose  of  deter¬ 
mining  compliance  with  Subpart  160.062 
of  this  chapter.  If  such  a  release  passes 
the  periodic  servicing  and  testing  re¬ 
quirements  In  5  160,062-4<f )  of  this 
chapter  and  the  reconditioning  work  (if 
any)  Is  done  to  the  satisfaction  of  the 
Officer  In  Charge,  Marine  Inspection, 
the  complete  body  marking  and  Inspec¬ 
tion  tagging  required  by  {  160  062-5  of 
this  chapter  shall  be  placed  on  such  a 
release  Indicating  It  Is  an  approved  Item. 
(CGFR  80-54.  25  F.R.  0329,  Sept.  29,  1980, 
as  amended  by  CGFR  86-32,  33  F.R.  5726. 
Apr.  12.  1968] 

g  180.20-5  Marking. 

(a)  All  life  floats  and  buoyant  appa¬ 
ratus  shall  be  conspicuously  marked  with 
the  vessel’s  name.  In  addition  the  num¬ 
ber  of  piersons  allowed  on  each  life  float 
or  buoyant  apparatus  shall  be  conspicu¬ 


ously  marked  or  painted  thereon  In  let¬ 
ters  and  numbers  at  least  1%  Inches 
high.  (This  requirement  Is  also  in 
§  185.30-5  of  this  subchapter.) 

(b)  Any  lifeboat,  life  raft,  or  other 
suitable  boat  accepted  as  primary  life¬ 
saving  equipment  shall  be  marked  with 
Its  allowed  capacity  In  persons,  and  with 
the  name  of  the  vessel  in  letters  and 
figures  at  least  2  Inches  high,  except  that 
Inflatable  life  rafts  shall  be  marked  by 
the  manufacturer  or  service  facility  as 
required  by  Subpart  160.051  of  Subchap¬ 
ter  Q  (Specifications)  of  this  chapter  and 
no  additional  markings  are  required. 
(This  requirement  is  also  in  1  185.30-6 
of  this  subchapter.) 

Subpart  180.25— Life  Preservers 
6  180.25—1  Type  required. 

(a)  All  life  preservers  shall  be  of  an 
approved  type. 

(b)  All  kapok  and  fibrous  glass  life 
preservers  which  do  not  have  plastic- 
covered  pad  inserts,  as  required  by  Sub¬ 
parts  160.002  and  160.005  of  Bubchap- 
fcer  Q  (Specifications)  of  this  chapter, 
shall  be  removed  from  service. 

(c)  Cork  and  balsa  wood  life  pre¬ 
servers,  constructed  In  accordance  with 
the  applicable  provisions  of  Subpart 
160.003  or  160.004  and  manufactured  as 
approved  life  preservers  prior  to  July  1. 
1965,  may  be  accepted  as  new  or  replace¬ 
ment  equipment  required  by  this  sub¬ 
chapter  If  such  life  preservers  are  service¬ 
able  and  In  good  condition  to  the  satis¬ 
faction  of  the  Officer  In  Charge,  Marine 
Inspection:  Provided,  however.  That 
such  life  preservers  bearing  basic  Ap¬ 
proval  No.  160.003  or  160.004  shall  not  be 
considered  as  approved  equipment  meet¬ 
ing  the  requirements  for  those  passenger 
ships  on  an  International  voyage,  con¬ 
structed  or  contracted  for  on  or  after 
May  26,  1965. 

[CGFR  85-0,  so  FJL  11405,  Sept.  8.  1065] 

§  180.25—5  Number  required. 

(a>  All  vessels  shall  be  provided  with 
an  approved  adult  type  life  preserver  for 
each  person  carried.  In  addition,  unless 
the  service  is  such  that  children  are 
never  carried,  there  shall  be  provided  a 
□umber  of  approved  life  preservers  suit¬ 
able  for  children  equal  to  at  least  10 
percent  of  the  total  number  of  persons 
carried. 
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(b)  In  addition  to  the  life  preservers 
required  by  paragraph  (a)  of  this  sec¬ 
tion,  all  vessels  on  an  international  voy¬ 
age  and  carrying  more  than  12  passen¬ 
gers  shall  be  provided  with  approved  type 
life  preservers  for  5  percent  of  the  per¬ 
sons  carried. 

(GOTO  60-54,  28  PR.  9329,  Bept.  29,  1980, 
as  amended  by  OQTB  68-32,  S3  P-R  8727, 
Apr.  12,  1968] 

§  180.25-10  Distribution  and  stowage. 

(a)  Life  preservers  shall  be  distrib¬ 
uted  through  the  upper  part  of  the  ves¬ 
sel  in  protected  places  convenient  to  the 
persons  on  board. 

(b)  If  practicable,  life  preserver  con¬ 
tainers  shall  be  so  designed  as  to  allow 
the  life  preservers  to  float  free. 

(c)  Life  preservers  for  children,  when 
provided,  shall  be  stowed  separately. 

§  180.25—15  Marking. 

(a)  AU  life  preservers  shall  be  marked 
with  the  vessel's  name.  (This  require¬ 
ment  is  also  In  |  185.30-5 (c)  of  this  sub¬ 
chapter.) 

(b)  Where  life  preservers  are  stowed 
so  that  they  are  not  readily  visible  to 
passengers,  the  containers  in  which  they 
are  stowed  shall  be  marked  “life  pre¬ 
servers”  and  with  the  number  contained 
therein.  In  at  least  1-lnch  letters  and 
figures.  This  legend  shall  Indicate  the 
separate  stowage  of  children’s  life  pre¬ 
servers.  (This  requirement  la  also  in 
{  185.30-10(a)  of  this  subchapter. 

Subpart  180.30 — Ring  Life  Buoys  and 
Water  Lights 

§  180.30-1  General. 

(a)  All  ring  life  buoys  and  water  lights 
Shall  be  of  approved  types.  Water  lights 
constructed  In  accordance  with  Subpart 
100.012  or  161.001  of  8ubchapter  Q  (Spe¬ 
cifications)  of  this  chapter  shall  not  be 
Installed  after  December  31,  1971,  but 
may  be  retained  In  existing  Installations 
as  long  as  they  are  are  maintained  in 
good  condition. 

(b)  Any  vessel  attending  offshore  pe¬ 
troleum  operations  Is  not  permitted  to 
carry  water  lights  which  produce  an  open 
flame  when  used  or  actuated,  and  such 
lights  shall  be  removed  from  the  vessel. 

(RS.  4491,  u  amended,  eeca.  6,  17,  84  Stat. 
164.  u  amended,  168,  m  amended;  46  OS.O. 
489.  826e,  82Sp)  [GOTO  68-72,  32  PB.  888, 
Jan.  13.  1907  and  OOPR  09-78,  84  m  17808, 
Oct.  89,  1909] 


§  180.30—5  Number  and  else  required. 

(a)  S.  All  vessels  shall  be  fitted  with 
one  ring  life  buoy  of  not  leas  than  24 
inches  In  diameter,  except  that  vessels 
less  them  26  feet  in  length  may  use  one 
ring  life  buoy  of  not  leas  than  20  inches 
In  diameter. 

ib)  L.  All  vessels  shall  be  fitted  with 
three  ring  life  buoys  of  not  less  than  24 
Inches  In  diameter. 

(c)  S  and  L.  Vessels  not  limited  to 
daytime  operation  shall  be  provided  with 
an  approved  water  light. 

<d)  s  and  L.  Ring  life  buoys  used  on 
a  vessel  on  an  International  voyage  «h«» 
be  orange  in  color. 

(Sees  6,  17,  64  Stat.  194,  as  amended,  166,  as 
amended;  46  U.8.C.  626e,  626p;  K.O.  11289'  8 
CTR  1968  Supp.)  ICQFR  63-40.  28  PJl. 
0739,  Sept.  6,  1963,  fu  amended  by  CQFB 
65-9,  90  rjt.  11498,  Sept.  8,  1966] 

§  180.30—10  Location,  distribution,  and 
securing. 

(a)  S.  The  ring  life  buoy  shall  be  so 
placed  as  to  be  readily  accessible.  It 
shall  be  capable  of  being  cast  loose.  ahaii 
not  be  permanently  secured  In  any  way 
and  shall  have  attached  to  it  a  line  at 
least  60  feet  in  length. 

(b)  L.  The  ring  life  buoys  shall  be 
so  placed  as  to  be  readily  accessible. 
They  shall  be  capable  of  being  cast  loose, 
shall  not  be  permanently  secured  in  any 
way,  and  one  of  the  ring  life  buoys  shall 
have  attached  to  It  a  line  at  least  60  feet 
in  length. 

(c)  S  and  L.  The  water  light,  which 
is  to  be  attached  for  nighttime  opera¬ 
tion,  shall  be  stowed  close  to  or  attached 
to  that  ring  life  buoy  which  Is  located 
nearest  the  pilothouse. 

(Sec.  6,  17,  84  Stat.  164,  aa  amended.  166, 
as  amended;  46  VJB.C.  626e,  626p)  |OQPB 
63-40,  28  PJL  9789.  Sept.  6.  19631 

Subpart  180.35 — Pyrotechnic  Distress 
Signals 

§  180.35-1  GeneraL 

(a)  All  pyrotechnic  distress  signals 
shall  be  of  an  approved  type. 

(R.8.  4491,  as  amended;  46  USC.  489) 

(b)  Service  use  of  distress  signals  ahaii 
be  limited  to  a  period  of  3  years  from 
date  of  manufacture,  and  replacement 
shall  be  made  no  later  than  the  first  in¬ 
spection  for  certification  or  reinspection 
after  the  date  of  expiration. 
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1 180-55—5  NuW  required. 

(a)  Btwpt  as  otherwise  provided  In 
this  section,  oil  vessels  shall  carry  pyro¬ 
technic  distress  signals  as  follows: 

(1)  9  hand  red  flare  distress  signals, 
end  8  hand  orange  anoks  distress  sig¬ 
nals;  or, 

(3)  13  hand  combination  flare  and 
smoke  distress  signals 

(b)  Pyrotechnic  distress  signals  are 
not  required  on  vessels  operating  on  short 
runs.  A  vessel  Is  considered  to  be  on  a 
short  run  when  lie  operating  time  away 
from  a  dock  is  limited  to  approximately 
30  minutes. 

8  180-35-10  Stowage. 

(a)  All  pyrotechnic  distress  signals 
■hall  be  carried  within  the  pilothouse  or 
in  other  location  considered  suitable  by 
the  Officer  in  Charge,  Marine  Inspection. 

(b)  AH  pyrotechnic  distress  signals 
shall  be  stowed  In  a  portable  watertight 
container. 

Subpart  180.40 — Emergency  Position 
Indicating  Radiobeacon  (EPIRB) 

9  180.40—1  Emergency  position  Indicat¬ 

ing  radiobeacon  EPIRB. 

(a)  Each  vessel  m  ocean  and  coastwise 
service  must  have  an  approved  Class  A 
emergency  position  Indicating  radio- 
beacon  (EPIRB)  that  is — 

tl)  Operative; 

(3)  Stowed  where  It  is  readily  access¬ 
ible  for  testing  and  use;  and 

(3)  8 towed  In  a  manner  so  that  It  will 
float  free  If  the  vessel  sinks. 

(b>  Compliance  with  this  section  Is 
not  required  for  a  coastwise  vessel — 

(1?  That  carries  a  VHP  radiotele¬ 
phone  that  compiles  with  the  FCC  re¬ 
quirements;  and 

C2)  Whose  Certificate  of  Inspection  la 
endorsed  for  a  route  which  does  not  ex¬ 
tend  more  than  20  miles  from  a  harbor 
of  safe  refuge. 

(40  era  1.4(B)  (11  (tl)  and  1.40(b) )  [COD 
<10448,  g»m  10140,  Mar.  18, 1074] 

PART  1ST — FIRE  PROTECTION 
EQUIPMENT 

tshptet  lei  .01  AqpMseM—  — d  Uw » 

iaiyOl-1  iwuapoa 
UUll-4  Intent. 


tebpart  1(1.09 — Approved  Hie  Pretortlae 

■qalpoMot 

See. 

181.00-1  General. 

181.00-0  Xqulpmant  Installed  but  not  ok 
qulred. 

Subpart  101.10— flea  hnupe 

181.10- 1  Power  Ore  pump. 

181.10- 8  Hand  fire  pumps. 

Subpart  101.1 5— fire  Main  System 
181.15-1  Where  required. 

181.10- 8  Plre  mala  and  hydrants. 

181.10- 10  Fire  boss. 

Subpart  1  SI. 20— fixed  Fire  btlnpilihlng  Syttem 
181  JO-1  Where  required. 

18130-6  Type  system  required. 

18130-10  Amount  of  OOt  gas  required. 
18130-18  Controls. 

18130-30  Piping. 

181.20-28  Discharge  outlets. 

18100-80  Cylinders. 

181  JO-88  Closure  of  openings. 

Sebparf  181.29 — Manual  Sprinkling  Syrian 
181.30-1  Where  required. 

18130-0  Installation. 

Subpart  181.30— Portable  fire  EnUngul  there 

18130-1  Required  number,  type  and  loca¬ 
tion. 

18130-8  Approved  extinguishers. 

18130-40  Installation  and  Vocation. 

Subpart  18135 — Fire  Axe 
18130-4  Required  number  and  location — L. 

Amroamr:  The  provlstona  c f  this  Part 
181  Maned  under  RJB.  4400,  as  amended.  4480, 
as  amended,  sea  0. 70  Stet  103.  sea  8(b)  (1), 
90  Stet.  088;  48  UJB.O.  870.  418.  880b,  48 
UA.O.  1000(b);  48  OFR  1.4(a)(3),  unlaes 
otherwise  noted,  mtsapset  or  apply  RJB.  4417, 
as  amended,  4418,  as  amended.  4431.  as 
amended.  4438  as  amended.  4408,  ns 
amended.  4488,  aa  amended:  48  UJB.O.  881. 
808  404.  400.  481. 

Samos:  The  provisions  of  this  Part  181 
contained  In  GOTO  00-04,  28  PR.  8880.  Sept 
38,  1880,  unless  otherwise  noted. 

Subpart  181.01 — Application  and 
Intont 

8 181.01-1  Application. 

(a)  The  provisions  of  this  part  shall 
apply  to  all  vessels  except  as  specifically 
noted  la  this  part 

(b)  Installations  of  power  fire  pumas, 
fire  main  systems  and  fixed  fire  ex¬ 
tinguishing  systems  on  vessels  con¬ 
tracted  for  before  Jane  1,  1058,  shall 
meet  the  requirements  of  tills  part  tnso- 
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far  aa  deemed  reasonable  and  prac¬ 
ticable  by  the  Officer  In  Charge,  Marine 
Inspection. 

g  181.01-5  Intent. 

(a)  The  Intent  of  this  part  Is  to  In¬ 
sure  that  each  vessel  Is  provided  with 
safe,  readily  available  and  sufficient  fire¬ 
fighting  equipment  of  the  type  necessary 
to  extinguish  any  fires  which  are  likely 
to  be  encountered  in  normal  operation. 
Due  consideration  will  be  given  to 
hazards  caused  by  the  vessel's  type  of 
fuel,  construction  material,  equipment, 
cargo,  etc. 

(core  96— ss,  si  ra.  lsaos,  dm.  s,  tees) 

Subpart  181 .05— Approved  Fire 
Protection  Equipment 
g  181.05-1  General. 

(a)  Where  equipment  in  this  part  Is 
required  to  be  of  an  approved  type,  such 
equipment  requires  the  specific  approval 
of  the  Commandant. 

(b)  Notifications  regarding  approvals 
are  published  In  the  Fcdkbal  Racism, 
and  in  addition  are  contained  In  Coast 
Guard  publication  CO- 190,  ‘'Equipment 
Lists”. 

(R.S.  4491.  a a  amended,  eeca.  8.  17,  M  Stat. 
1SS,  as  amended.  16S,  aa  amended,  46  DS.O. 
480.  saeg.  636p) 

g  181.05-5  Equipment  installed  but 
not  required. 

(a)  Except  as  further  modified  in  this 
section,  where  fire  extinguishing  systems 
or  equipment  are  not  required,  but  are 
Installed,  the  system  or  equipment  and 
Its  Installation  shall  meet  the  require¬ 
ments  of  this  part.  However,  the  Com¬ 
mandant  may.  after  suitable  Investiga¬ 
tions  and  tests,  accept  fire  fighting 
equipment,  which  la  of  a  type  not  con¬ 
templated  by  the  regulations  In  this  part. 
If  the  safety  of  the  vessel  Is  materially 
Improved  thereby. 

Subpart  181.10— Fire  Pumps 
§181.10-1  Power  fire  pump. 

(a)  S  and  L.  A  power-driven  fire 
pump  shall  be  installed  on  each  mechan¬ 
ically  propelled  ”8"  veesel  which  Is  a 
ferry  vessel  or  which  Is  permitted  to 
carry  more  than  49  passengers,  and  on 
each  mechanically  propelled  “L"  vessel. 

(b)  S.  The  power  fire  pump  shall  be 
selfpriming  and  of  such  size  as  to  dis¬ 


charge  an  effective  stream  from  a  hose 
connected  to  the  highest  outlet 

(c)  L.  The  minimum  capacity  of  the 
power  fire  pump  shall  be  50  gallons 
per  minute  at  a  pressure  of  not  less  than 
60  pounds  per  square  inch  at  the  pump 
outlet.  The  pump  outlet  shall  be  fitted 
with  a  pressure  gage. 

(d)  S.  The  power  fire  pump  may  be 
driven  off  a  propulsion  engine  or  other 
source  of  power  and  shall  be  connected 
to  the  fire  main.  This  pump  may  also 
be  connected  to  the  bilge  system  so  that 
it  can  serve  as  either  a  fire  pump  or  a 
bilge  pump  as  described  in  Subpart 
182.25. 

(e)  L.  The  power  fire  pump  may 
be  driven  off  one  of  the  propulsion  en¬ 
gines  In  a  twin  engine  installation.  In 
a  single  engine  propulsion  Installation, 
the  pump  shall  be  driven  by  a  source  of 
power  independent  of  the  propulsion  en¬ 
gine.  The  pump  may  also  be  connected 
to  the  bilge  system  so  that  it  can  serve 
as  either  a  fire  pump  or  a  bilge  pump  u 
described  In  Subpart  182.25  of  this  sub¬ 
chapter. 

[CQPB  83-40,  38  FJL  9740.  Sept.  S.  1988] 
§181.10—5  Hand  fire  pump*. 

la)  All  vessels  shall  be  provided  with 
a  hand  operated  portable  fire  pump  hav¬ 
ing  a  capacity  of  at  least  B  gallons  per 
minute.  This  fire  pump  shall  be  equipped 
with  suction  and  discharge  hoee  suitable 
for  use  In  fire  fighting. 

(b)  The  hand  portable  fire  pump  may 
also  serve  as  a  bilge  pump. 

Subpart  181.15— Fire  Main  System 
g  181.15-1  Where  required. 

(a>  All  vessels  required  to  be  provided 
with  a  power-driven  fire  pump  shall  also 
be  provided  with  a  fire  main  system  In¬ 
cluding  fire  main,  hydrants,  hose  and 
noazlea 

§181.15-5  Fire  main  and  hydrant*. 

(a)  S  and  L.  Eire  hydrants,  when  re¬ 
quired,  shall  be  of  sufficient  number  and 
so  located  that  any  part  of  the  vessel 
may  be  reached  with  an  effective  stream 
of  water  from  a  single  length  of  hose. 

(b)  L.  There  shall  be  a  minimum  of 
two  (2)  fire  hydrants  on  all  mechanically 
propelled  “L”  vessels. 

(c)  5  and  L.  All  piping,  valves,  and 
fittings  shall  be  In  accordance  with  good 


42 


Chapter  I— Coast  Guard,  Dept,  of  Transportation 


marine  practice  and  suitable  for  the  pur* 
pose  Intended. 

(coni  ss-40,  as  fr.  n  to,  sept,  e,  isssj 
§181.15-10  Firehose. 

(a)  S  and  L.  One  length  of  fire  hose 
shall  be  provided  for  each  fire  hydrant 
required. 

(b)  S.  Fire  hoee  may  be  commercial 
■fire  hose  or  equivalent  of  not  over  1%- 
lnch  diameter  or  garden  hoee  of  not  leas 
than  %-inch  nominal  Inside  diameter. 
Hose  shall  be  In  one  piece  not  less  than 

feet  and  not  more  than  50  feet  In 
length. 

(c)  L.  Fire  hose  shall  be  1%  Inches 
In  diameter  and  50  feet  In  length. 

(d)  S  and  L.  If  l‘/i  inch  diameter  fire 
hose  is  used  after  January  1,  1980,  each 
length  of  hose  must: 

<  1 )  Be  lined  commercial  fire  hose  that 
conforms  to  Underwriters’  Laboratories, 
Inc.,  Standard  19  or  Federal  Specifica¬ 
tion  ZZ-H-451E.  A  hose  that  bears  the 
Label  of  Underwriters’  Laboratories, 
Inc.,  as  lined  fire  hose  is  accepted  as 
conforming  to  the  requirement;  and 

(2)  Have  a  nozzle  that  has  a  V2  Inch 
solid  stream  orifice  or  a  combination 
nozzle  approved  by  the  Commandant  in 
accordance  with  §  162.027-6  of  this 
Chapter.  The  nozzle  must  be  bronze  or 
another  material  that  has  strength  and 
corrosion  resistance  properties  equal  to 
those  of  bronze. 

(e)  S.  If  garden  hose  is  used.  It  shall 
be  of  a  good  commercial  grade  con¬ 
structed  of  an  Inner  rubber  tube,  plies 
of  braided  cotton  reinforcement  and  an 
outer  rubber  cover  or  of  equivalent  ma¬ 
terial,  and  shall  be  fitted  with  a  commer¬ 
cial  garden  hose  nozzle  of  good  grade 
bronze  or  equivalent  metal. 

(f)  5  and  L.  All  fittings  on  fire  boss 
shall  be  of  brass,  copper,  or  other  suit¬ 
able  corrosion-resistant  metal. 

(g)  S  and  L.  A  length  of  fire  hose 
shall  be  attached  to  each  fire  hydrant  at 
all  times. 

1COFB  63-40.  28  FR.  9740.  Sept.  6,  1963  as 
amended  by  COD  74-60,  41  FR  43162, 
8ept.  30, 1976] 

ErrEcnvx  Datx:  I  181.16— 10(d)  was  re¬ 
vised  at  41  FR  43152,  Sept.  30,  1976,  effec¬ 
tive  Nov.  i,  1976.  For  the  convenience  ot  the 
user  the  superseded  text  Is  set  forth  below. 

•  •  «  •  • 

<d)  S  and  L.  if  1%-lnch  hose  is  used,  it 
shall  be  of  a  good  grade  Are  hoee  and  provl- 


§  1  #1.20-10 

slons  shal  be  made  for  proper  stowage  to 
prevent  kinking.  The  hose  shall  be  fitted 
with  a  good  grade  bronze  or  equivalent  metal 
nozzle  having  a  1  Vi -Inch  solid  stream  orifice 
or  an  approved  combination  nozzle. 

Subpart  181.20 — Fixed  Firs 
Extinguishing  System 
§  181.20—1  Where  required. 

(a)  Fixed  carbon  dioxide  fire  extin¬ 
guishing  systems  shall  be  Installed  to 
protect  the  following  spaces: 

(1)  The  machinery  and  fuel  tank 
spaces  of  all  vessels  using  gasoline  or 
other  fuel  having  a  flash  point  of  110* 
F.  or  lower,  except  that  where  machinery 
and  fuel  tank  spaces  are  ao  open  to  the 
atmosphere  as  to  make  the  use  of  a 
fixed  system  ineffective,  no  such  sys¬ 
tem  will  be  required. 

(2)  The  paint  and  oil  rooms  and 
similar  hazardous  spaces  on  all  vessels 
having  such  spaces. 

(3)  Cargo  spaces  which  are  Inaccessi¬ 
ble  during  a  voyage  and  used  for  com¬ 
bustible  cargo  on  all  vessels  having  such 
spaces. 

g  181.28-5  Type  system  required. 

(a)  Except  as  otherwise  provided  in 
this  section,  all  fixed  fire  extinguishing 
systems  shall  be  of  an  approved  carbon 
dioxide  type  and  Installed  to  the  satisfac¬ 
tion  of  the  Officer  In  Charge,  Marine 
Inspection. 

(b)  On  vessels  where  the  amount  of 
carbon  dioxide  gas  required  in  a  fixed 
system  can  be  supplied  by  one  portable 
extinguisher  or  by  a  semi-portable  ex¬ 
tinguisher,  such  extinguishers  may  be 
used  subject  to  the  following: 

(1)  Cylinders  shall  be  installed  In  a 
fixed  position  outside  the  space  pro¬ 
tected. 

(2)  The  applicator  shall  be  Installed 
In  a  fixed  position  so  as  to  discharge  Into 
the  space  protected. 

(3)  Controls  shall  be  Installed  In  an 
accessible  location  outside  the  space 
protected. 

8  181.28-10  Amount  of  COi  gas  n> 
quired. 

(a)  The  number  of  pounds  of  carbon 
dioxide  required  for  each  space  pro¬ 
tected  shall  be  determined  as  follows: 

(1)  For  cargo  spaces,  the  number  of 
pounds  required  shall  be  equal  to  the 
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gross  volume  of  the  space  In  cubic  feet 
divided  by  a  factor  of  30. 

(2)  For  machinery  and  fuel  tank 
spaces,  paint  lockers,  oil  rooms  and 
similar  hazardous  spaces,  the  number  of 
pounds  required  for  each  space  shall  be 
equal  to  the  gross  volume  of  the  space 
divided  by  the  appropriate  factor  noted 
in  Table  181.20-10<a>  (2). 

(b)  A  separate  supply  of  carbon  diox¬ 
ide  need  not  be  provided  for  each  space 
protected.  The  total  available  supply 
shall  be  at  least  sufficient  for  the  space 
requiring  the  greatest  amount. 


Tabu  18I20-10(«)<2) 


Oroas  volume  of  compartment,  cubic  feet 

Factor 

Over— 

Not  over— 

600 . 

too 

1,«00 

MOO 

16 

16 

18 

90 

1,600. . . . 

4,600 . 

§  181.20—15  Control*. 

(a)  All  controls  and  valves  for  the  op¬ 
eration  of  the  system  shall  be  outside  the 
spaces  protected  and  shall  not  be  located 
in  such  space  as  might  be  cut  off  or  mode 
inaccessible  in  the  event  of  fire  in  any 
of  the  spaces  protected. 

(b)  Each  branch  line  shall  be  fitted 
with  an  approved  shutoff  valve.  Such 
shutoff  valve  shall  be  kept  closed  at  all 
times  except  to  operate  the  particular 
system. 

(c)  The  arrangements  shall  be  such 
that  the  entire  charge  to  any  space  can 
be  Introduced  into  the  space  by  the  op¬ 
eration  of  one  valve  selecting  the  space, 
and  one  control  for  releasing  at  least 
the  required  amount  of  carbon  dioxide. 
The  controls  shall  be  of  an  approved 
type  and  shall  be  located  adjacent  to  the 
shutoff  valve  controls. 

(d)  Complete  but  simple  Instructions 
for  the  operation  of  the  systems  must  be 
located  in  a  conspicuous  place  at  or  near 
all  pull  boxes,  stop  valve  controls  and 
in  the  CO,  cylinder  storage  room.  On 
systems  in  which  the  CO,  cylinders  are 
not  within  the  protected  space,  these  in¬ 
structions  must  also  Include  a  schematic 
diagram  of  the  system  and  Instructions 
detailing  alternate  methods  of  discharg¬ 
ing  the  system  should  the  manual  release 
or  stop  valve  controls  fail  to  operate. 
Each  control  valve  to  branch  lines  must 


be  marked  to  indicate  the  related  space 
served. 

(CGFR  60-54,  25  PR  9330,  Sept.  29,  1960,  U 
amended  by  COD  74-100R,  40  FR  6209,  Feb. 
10,  1976] 

g  181.20-20  Piping. 

(a)  Branch  lines  to  the  various  cargo 
spaces  shall  be  not  less  than  V2  inch 
standard  pipe  size. 

(b)  The  size  of  branch  lines  to  ma¬ 
chinery  and  fuel  tank  spaces,  paint 
lockers,  oil  rooms  and  similar  hazardous 
spaces  shall  be  as  noted  in  Table  18120- 
20(b). 


Tabu  181. 20- 20(b) 


Maximum  quantity  of  carbon 
dioxide  required,  pounds 

Minim  ora  pipe  die 
Inches 

100.  _ 

H  (Schedule  to). 

H  (Schedule  40). 

1  (Schedule  80J. 
lii  (Schedule  80). 

22«__  _  _ 

ano 

am . . 

(c)  All  piping,  valves,  and  fittings  of 
ferrous  materials  shall  be  protected  in¬ 
side  and  outside  against  corrosion. 

(d)  All  dead-end  lines  shall  extend  at 
least  2  Inches  beyond  the  last  orifice  and 
shall  be  closed  with  cap  or  plug. 

(e)  All  piping,  valves,  and  fittings 
shall  be  securely  supported,  and  where 
necessary,  protected  against  Injury. 

(f)  Drains  and  dirt  traps  shall  be 
fitted  where  necessary  to  prevent  the  ac¬ 
cumulation  of  dirt  or  moisture.  Drains 
and  dirt  traps  shall  be  located  in  acces¬ 
sible  locations. 

[COPR  60-64.  25  Pit.  0330.  Sept.  30.  1060,  a* 
amended  by  OGFR  83-17,  27  Pit.  0048.  Sept. 
11.  1962] 

g  181.20-25  Diadtairse  outlet*. 

(a)  Discharge  outlets  shall  be  of  an 
approved  type. 

(b>  The  total  area  of  all  discharge 
outlets  shall  not  exceed  85  percent  nor 
be  less  than  35  percent  of  the  nominal 
cylinder  outlet  area  or  the  area  of  the 
supply  pipe,  whichever  is  smaller.  The 
nominal  cylinder  outlet  area  In  square 
Inches  shall  be  determined  by  multiply¬ 
ing  the  factor  0.0022  by  the  number  of 
pounds  of  carbon  dioxide  required  except 
that  in  no  case  shall  this  outlet  area  be 
less  than  0.110  square  inches. 

§  181.20—30  Cylinder*. 

(a)  Cylinders  shall  be  securely  fas¬ 
tened  and  supported,  and  where  neces¬ 
sary  protected  against  Injury. 
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<b)  Cylinders  shall  be  mounted  in  an 
upright  position  or  inclined  not  more 
than  30*  from  the  vertical.  However, 
cylinders  which  are  fitted  with  flexible 
or  bent  siphon  tubes  may  be  inclined 
not  more  than  80*  from  the  vertical. 

(c)  All  cylinders  used  for  storing 
carbon  dioxide  shall  be  fabricated,  tested, 
and  marked  In  accordance  with  the  regu¬ 
lations  of  the  Interstate  Commerce 
Commission  (see  |  17fl.25-25(c)  of  this 
subchapter). 

(d)  Cylinders  shall  be  so  mounted  as 
to  be  readily  accessible  and  capable  of 
easy  removal  for  recharging  and  inspec¬ 
tion.  including  weighing. 

(e)  Where  subject  to  moisture,  cyl¬ 
inders  sha'l  be  so  installed  as  to  provide 
a  space  of  a*  least  2  Inches  between  the 
flooring  and  tu«  bottom  of  the  cylinders, 

|  181.2©— 35  Closure  of  opening*. 

(a)  Provision  shall  be  made  by  means 
of  plugs,  covers,  etc.,  to  prevent  the  ad¬ 
mission  of  air  into  the  space  protected. 

Subpart  181.25 — Manual  Sprinkling 
System 

8  181.25-1  Where  required. 

(a)  All  vessels  having  a  deck  above  a 
vehicular  space  shall  be  fitted  with  a 
manual  sprinkling  system  in  the  vehicle 
space. 


8  181.25—5  Installation. 

(a)  Manual  sprinkling  systems  re¬ 
quired  shall  be  subject  to  such  require¬ 
ments  as  determined  by  the  Officer  in 
Charge,  Marine  inspection.  These  re¬ 
quirements  are  contained  in  applicable 
regulations  In  Part  76  of  Subchapter  H 
(Passenger  Vessels)  of  this  chapter. 

Subpart  181.30— Portable  Fire 
Extinguishers 

8  181.30—1  Required  number,  type  and 
location. 

(a)  The  minimum  number  of  portable 
fire  extinguishers  required  on  each  ves¬ 
sel  shall  be  as  determined  by  the  Officer 
In  Charge,  Marine  Inspection,  in  accord¬ 
ance  with  Table  181.30-1  (a)  and  other 
provisions  of  this  sub  part. 

(b)  The  Officer  in  Charge,  Marine  In¬ 
spection,  may  permit  the  use  of  any 
approved  fire  extinguishers,  including 
semiportable  extinguishers,  in  lieu  of 
those  required  by  this  section  when  in  his 
opinion  such  extinguishers  will  provide 
equivalent  fire  protection. 

(c)  Vaporizing  liquid  type  fire  extin¬ 
guishers  containing  carbon  tetrachloride 
or  chlorobromometh&ne  or  other  toxic 
vaporizing  liquids  are  not  approved  and 
are  not  permitted  on  any  vessel. 

(OOFR  60-54,  35  PH  9330,  Sept.  80.  1060.  Ml 
amended  by  Cora  66-33.  Si  Fit.  lsaoo. 
Dec.  e.  lose:  oora  68-66.  ss  fjl  io»oa, 
Dec.  88.  1968] 


Tails  UUO-l(a) 


Spec*  protected 


Total  number 
•zttafaJehera  required 


Type  extinguisher*  permitted 


Medium  Minimum  size 


Coest 

Onerd 

classification 


Wbaulboues  or  steering  station  ...  1 _ 


Propulsion  machinery  space 
(geeolloe  or  other  fuel  haring 
e  flashpoint  of  110*  P.  or 
tower)  with  fixed  COi  system. 

Propulsion  machinery  space 
(gasoline  or  other  fuel  having 
a  flashpoint  of  1HP  F.  or 
lower)  without  filed  COi 
eyitem. 

Propulsion  machinery  nice 
(tUaaal  oil  or  other  feel  having 
a  flaeb point  over  110*  F.). 

Vehicular 


(Foam . IX  gallons. 

-(Carbon  diorlde _ t  pounds. . . 

I  Dry  chemical - 2  pounds 

I  Foam  . .  IX  gallons. 

.<  Carbon  dioxide —  4  pounds... 
(Dry  cbelmcal . 2  pounds... 


B-L 

B-L 


Z  (non*  required  If  flxed 
COi  ryitatn  It  In¬ 
stalled). 

1  lor  each  S  vehicle*  or 
fraction  thereof. 


[Foam . ZX  gallons . I 

.(Carbon  dioxide....  is  pounds . >B-n. 

(Dry  chemical _ 10  pounds _ 


land  galley _ I. 


Foam . ZH  gallons . 

Carbon  dloild* _ is  pounds . 

Dry  chemical . 10  pounds . . 

Foam . ZH  gallons . 

Carbon  dioxide _ 16  pounds . 

Dry  chemical _ 10  pounds . ” 

Foam . .  ZHgallons . 

Carbon  dioxide —  15  pounds _ 

Dry  cbemlcal . 10  pounds . 


B-n. 

B-IL 

B-a. 
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S  181.30-5  Approved  extinguishers. 

(a)  All  portable  fire  extinguishers  in¬ 
stalled  on  vessels  shall  be  of  an  approved 
type. 

(R-S.  4481,  u  amended,  nee.  S.  IT.  54  BUt. 
145.  as  amended,  xee,  as  amended:  45  OS.C. 
469.  636g.  626p)  [CGFR  60-54.  35  PH.  0330. 
Aept.  39,  1960,  as  amended  by  CQFB  86-63, 
33  PH.  5737,  Apr.  13.  1963] 

g  181.30-10  Installation  end  location. 

(a)  Portable  fire  extinguishers  eh  ell 
be  located  so  as  to  be  convenient  to  the 
space  protected. 

(b)  Portable  fire  extinguishers  ah  all 
be  Installed  and  located  to  the  satisfac¬ 
tion  of  the  Officer  in  Charge,  Marine 
Inspection. 

(c)  Portable  fire  extinguishers,  which 
are  required  on  their  nameplates  to  be 
protected  from  freezing,  shall  not  be 
located  where  freezing  temperatures  may 
be  expected. 

[  COPR  60-64.  38  P-R.  9330,  Sept.  39.  1960,  me 
•mended  by  COPB  63-17,  27  P-R.  9043.  Sept. 
11,19631 

Subpart  181.35 — Fire  Axe 

§  181.35-1  Required  number  and  loca¬ 
tion — L. 

(a)  Each  “L”  vessel  will  be  equipped 
with  one  (1)  fire  axe  located  In  or  adja¬ 
cent  to  the  pilothouse. 
icxjpr  68-40,  aa  pn.  rreo.  Sept.  e.  loss] 

PART  182— MACHINERY 
INSTAIXATION 

Subpart  182.01 — Appllcatien  and  Intent 

8ec. 

182.01-1  Application. 

183.01-6  Intent. 

Subpart  1  S2.05— Propulsion  Machinery 
183.06-1  General. 

183.06-6  Installations. 

Subpart  182.10— Auxiliary  Machinery 
18310-1  General. 

183.10-5  Installations. 

Subpart  182.15 — Machinery  Using  Oaeoltne  as 
Fuel 

183.15- 1  Application. 

183.15- 5  General  requirements. 

183.15- 7  Carburetor*. 

183.15- 10  Gasoline  engine  cooling. 

183.15- 15  Gasoline  engine  exhaust  pooling. 

183.15- 30  Gasoline  engine  exhaust  pipe, 

Installation. 


182.15- 35  OasoUne  fuel  tasks. 

182.15- 30  Filling  and  sounding  pipes  for 

gasoline  fuel  tanks. 

183.15- 35  Vent  ptpee  for  gasoline  fuel 

tanks. 

183. 15- 40  OaaoUne  fuel  supply  piping. 

183.16- 45  Ventilation  of  compartments  con¬ 

taining  gasoline  machinery  or 
fuel  tanks. 

Subpart  132.20— Machinery  U»lng  Diets!  fuel 

18330-1  Application. 

18330-6  General  requirements. 

18330-10  Diesel  engine  cooling. 

18330-15  Diesel  engine  exhaust  cooling. 
18330-30  Diesel  engine  exhaust  pips.  In¬ 
stallation. 

18330-33  Integral  diesel  fuel 
18330-25  Independent  diesel  fuel  tanks. 
18330-80  Pilling  and  sounding  pipes  for 
diesel  fuel  tanks. 

18230-85  Vent  pipes  for  dleee’  fuel 
18330-40  Diesel  fuel  supply  piping. 

18330-45  Ventilation  of  compartments 
containing  diesel  machinery. 
18330-50  Ventilation  or  venting  of  com¬ 
partments  containing  diesel 
fuel  tanks. 

Subpart  182.23— Silge  and  Ballad  Systems 
18335-1  General. 

18336-5  BUge  piping  system. 

18335-10  BUge  pumps. 

18335-15  Ballast  systems. 

Subpart  1 82.30 — Steering  Apparatus 

18330-1  lfein  steering  apparatus. 

183 30-5  Auxiliary  steering  apparatus. 

Subpart  182.35 — Separation  of  Machinery  and 
Fuel  Tank  Spaces  From  Accommodation  Spaces 
18335-1  Bulkheads. 

Subpart  1 82.40 — Nonmstalllc  Piping  Materials 

183.40- 1  General. 

182.40- 5  Vital  systems. 

18X40-10  Non-vltal  systems. 

Authobitt:  The  provisions  of  this  Part  in 
Issued  under  RA.  4405,  aa  amended,  X& 
4418,  aa  amended.  RA.  448X  aa  amended. 
RA  4488,  aa  emended,  sec.  8,  70  Stat.  162, 
eco.  17,  54  8Ut.  168.  sec.  6(b)(1),  80  BUt. 
087:  48  TJA.C.  875,  803.  416.  481,  890b.  536p, 
49  UA.O.  1655(b)(1);  49  CVS  1.46  (b). 

Souao:  The  provisions  of  this  Part  188 
contained  In  COPR  60-64,  35  PH.  9833,  Sept. 
39,  1960,  unless  otherwise  noted. 

Subpart  182.01 — Application  and 
Infant 

S  182.01-1  Application. 

(8)  The  provisions  of  this  put  Shill 
apply  to  the  machinery  Installation  on 
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all  vessels  contracted  for  on  or  after 
June  1.  1968,  except  u  otherwise  pro¬ 
vided  for  in  this  part.  Machinery  In¬ 
stallations  on  all  vessels  contracted  for 
prior  to  this  date  shall  meet  the  require¬ 
ments  of  this  part  Insofar  as  is  deemed 
reasonable  and  practicable  by  the  Officer 
In  Charge,  Marine  Inspection. 

[oara  ai-is.  ae  rn.  sm,  May  6.  taeij 

g  182.01-5  Intent. 

(a)  The  Intent  of  this  part  is  to  Insure 
that  the  main  propulsion  machinery  in¬ 
stalled  on  each  vessel  Is  suitable  for  the 
vessel  and  Its  operation  and  that  the 
auxiliary  machinery  is  suitable  for  the 
purpose  intended.  It  is  further  intended 
that  all  machinery  be  installed  and  main¬ 
tained  in  such  a  manner  as  to  afford 
adequate  protection  against  fire,  ex¬ 
plosion,  machinery  failure  and  personnel 
Injury. 

Subpart  1 82,05 — Propulsion 
Machinery 
g  182.05-1  General. 

(a)  Propulsion  machinery  shall  be 
suitable  in  type  and  design  for  propul¬ 
sion  requirements  of  the  hull  In  which 
It  Is  Installed  and  capable  of  operating 
at  constant  marine  load  under  such  re¬ 
quirements  without  exceeding  Its  de¬ 
signed  limitations, 
g  182.05-5  Installations. 

(a)  Except  as  otherwise  provided  In 
this  section  main  propulsion  machinery 
installations  shall  comply  with  the  pro¬ 
visions  of  this  part. 

(b)  Propulsion  machinery  of  an  un¬ 
usual  type  for  small  passenger  vessels 
shall  be  given  separate  consideration  and 
shall  be  subject  to  such  requirements  as 
determined  by  the  Officer  In  Charge, 
Marine  Inspection.  The  requirements 
for  machinery  and  boilers  for  steam  and 
electrically  propelled  vessels  are  con¬ 
tained  In  applicable  regulations  in  Sub- 
chapter  P  (Marine  Engineering)  and 
Subchapter  J  (Electrical  Engineering) 
of  this  chapter.  These  unusual  types 
of  propulsion  machinery  Include : 

(1)  Machinery  Installations  using 
steam. 

(2)  Electrical  machinery  installations. 

(8)  Oas  turbine  machinery  Installa¬ 
tions. 


(4)  Outboard  motors. 

(6)  Airscrews. 

(6)  Hydraulic  Jets. 

Subpart  182.10 — Auxiliary 
Machinery 
g  182.10-1  General. 

(a)  Auxiliary  machinery  shall  be  suit¬ 
able  in  type  and  design  for  the  purpose 
Intended. 

§  182.10-5  Installations. 

(a)  Auxiliary  machinery  of  the  In¬ 
ternal  combustion  piston  type  shall  com¬ 
ply  with  the  provisions  of  this  part. 

(b)  Auxiliary  machinery  installation 
of  the  steam  or  gas  turbine  type  will  be 
given  separate  consideration  and  shall 
be  subject  to  such  requirements  as  de¬ 
termined  by  the  Officer  In  Charge, 
Marine  Inspection.  These  requirements 
are  contained  In  applicable  regulations 
in  Subchapter  P  (Marine  Engineering) 
of  this  chapter. 

(c)  Auxiliary  boilers  and  heating  boil¬ 
ers  and  their  associated  piping  and 
fittings  will  be  given  separate  considera¬ 
tion  and  will  be  subject  to  such  require¬ 
ments  as  determined  by  the  Officer  In 
Charge,  Marine  Inspection.  These  re¬ 
quirements  shall  be  as  specified  In  ap¬ 
plicable  regulations  In  Subchapter  P 
(Marine  Engineering)  of  this  chapter 
except  that  heating  boilers  6hall  be 
tested  or  examined  every  three  years. 

(d)  Except  as  otherwise  provided  in 
this  paragraph  all  unfired  pressure  ves¬ 
sels  shall  be  Coast  Guard  approved  and 
Installed  to  the  satisfaction  of  the  Officer 
In  Charge,  Marine  Inspection.  The  re¬ 
quirements  for  design,  construction  and 
original  testing  of  such  approved  unfired 
pressure  vessels  are  In  applicable  regu¬ 
lations  In  Subchapter  P  (Marine  Engi¬ 
neering)  of  this  chapter.  Information 
concerning  the  applicable  regulations 
may  be  obtained  from  the  Officer  In 
Charge,  Marine  Inspection. 

[COFR  60-64,  38  Fit.  9883,  Rapt.  39,  1960, 
M  amended  by  OQFB  66-83,  88  F.B.  18909. 
Dec.  18,  1968] 

Subpart  I82.T5 — Machinery  Using 
Gasolin*  as  Futl 
g  132.15-1  Applies  ties. 

ia)  This  subpart  shall  apply  to  all 
propulsion  and  auxiliary  machinery  in- 
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stallatlons  of  the  internal  combustion 
piston  type  which  use  gasoline  or  other 
fuel  having  a  flashpoint  of  110*  P.  (Pen- 
sky-Martens  Closed  Cup  Method,  ASTM- 
093)  or  lower. 

(COFR  88-83,  88  PH.  18909,  Dee.  18.  19881 
§182.15-5  General  requirement*. 

(a)  Starting  motors,  generators  and 
any  spark  producing  device  shall  be 
mounted  as  high  above  the  bilges  as 
practicable. 

(b)  Gages  to  indicate  cooling  watei 
discharge  temperature  and  lubricating 
oil  pressure  shall  be  provided  for  all  pro¬ 
pulsion  engines  and  located  so  as  to  be 
in  view  of  the  operator.  When  engine  is 
freshwater  cooled  and  exhaust  pipe  is 
cooled  by  a  separate  water  cooling  sys¬ 
tem,  a  suitable  warning,  visible  or  au¬ 
dible  at  the  operating  station,  shall  be 
provided  to  indicate  any  failure  of 
water  flow  in  the  exhaust  system. 

(c)  The  use  of  liquefied  Inflammable 
gases,  such  as  propane,  methane,  butane, 
etc.,  as  fuel  is  prohibited  on  all  vessels. 

§  182.15—7  Carburetor*. 

(a)  All  carburetors  except  the  down- 
draft  type  shall  be  equipped  with  in¬ 
tegral  or  externally  fitted  drip  collectors 
of  adequate  capacity  and  of  such  ar¬ 
rangement  as  to  permit  ready  removal 
of  fuel  leakage.  Externally  fitted  drip 
collectors  shall  be  covered  with  flame 
screens. 

Non:  It  la  recommended  that  drip  col¬ 
lector*  be  drained  by  a  device  for  automatic 
return  of  all  drip  to  engine  air  Intakes. 

<b>  All  gasoline  engines  shall  be 
equipped  with  an  acceptable  means  of 
backfire  flame  control,  installations  of 
backfire  flame  arresters  or  engine  air 
and  fuel  induction  systems  bearing  basic 
Approval  No.  182.015  may  be  continued 
in  use  as  long  as  they  are  serviceable  and 
In  good  condition.  New  installations  or 
replacements  shall  meet  the  applicable 
requirements  of  this  section. 

(c)  The  following  are  acceptable 
means  of  backfire  flame  control  for 
gasoline  engines: 

(1>  A  backfire  flame  arrester  con¬ 
structed  in  accordance  with  the  specifi¬ 
cation  regulations  contained  in  Subpart 
162.041  of  Subchapter  Q  (Specifications) 
of  this  chapter  and  it  shall  be  specifi¬ 
cally  approved  by  the  Commandant.  The 


flame  arrester  shall  be  suitably  secured 
to  the  air  intake  with  fiametight  connec¬ 
tion. 

(2)  An  engine  air  and  fuel  induction 
system  which  provides  adequate  pro¬ 
tection  from  propagation  of  backfire 
flame  to  the  atmosphere  equivalent  to 
that  provided  by  an  approved  backfire 
flame  arrester.  A  gasoline  engine  utilis¬ 
ing  an  air  and  fuel  induction  system,  and 
operated  without  an  approved  backfire 
flame  arrester,  shall  have  such  installa¬ 
tion  tested  and  labelled  in  accordance 
with  the  specifications  contained  in 
Subpart  182.042  of  Subchapter  Q  (Spec¬ 
ifications)  of  this  chapter  and  such  sys¬ 
tem  shall  be  specifically  approved  by  the 
Commandant. 

(3 )  Any  attachment  to  the  carburetor 
or  location  of  the  engine  air  induction 
system  by  means  of  which  flames  caused 
by  engine  backfire  will  be  dispersed  to 
the  atmosphere  outside  the  vessel  in 
such  a  manner  that  the  flames  will  not 
endanger  the  vessel,  persons  on  board,  or 
nearby  vessels  and  structures.  All  at¬ 
tachments  shall  be  of  metallic  construc¬ 
tion  with  fiametight  connections  and 
firmly  secured  to  withstand  vibration, 
shock,  and  engine  backfire.  Such  in¬ 
stallations  do  not  require  formal  ap¬ 
proval  and  labelling,  but  will  be  accepted 
by  Coast  Guard  law  enforcement  officers 
on  the  basis  of  compliance  with  this  sub¬ 
part. 

(4)  Where  manufacturers  wish  to  pro¬ 
duce  vessels  having  an  integrated  en¬ 
gine-vessel  design,  a  premarket  approval 
of  an  engine  air  induction  system  is 
available.  Such  an  installation  shall  be 
tested  and  labelled  in  accordance  with 
the  specifications  contained  in  Subpart 
162.043  of  Subchapter  Q  (Specifications) 
of  this  chapter  and  such  system  shall  he 
specifically  approved  by  the  Com¬ 
mandant. 

(Sec*.  10,  17,  84  Slat.  168,  188;  48  88  0. 
6381.  626p)  [COFR  80-84.  35  FB.  0383. 
Sept.  39,  1960,  aji  amended  by  COFR  68-18, 
SO  FH.  10348,  Aug.  18,  1988) 

§182.15-10  Caroline  engine  cooling. 

(a)  Except  as  otherwise  provided  in 
this  paragraph  all  engines  shall  be  water 
cooled. 

(1)  Auxiliary  engines  with  self-con¬ 
tained  fuel  systems  may  be  air  cooled 
when  they  are  installed  on  open  decks. 
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<b)  Tito  engine  cooling  water  system 
be  in  accordance  with  the  following 

provisions: 

(1)  The  engine  head,  block  and  ex¬ 
haust  manifold  shall  be  water  jacketed 
and  cooled  by  water  from  a  pump 
which  operates  whenever  the  engine  is 
operating. 

(2)  A  closed  fresh  water  system  may 
be  used  to  cool  the  engine.  Air  cooled 
radiators  shall  not  be  used  for  propulsion 

cooling  systems. 

(3)  A  suitable  hull  strainer  shall  be 
installed  in  the  circulating  water  intake 
line. 


f  182.15—15  Gasoline  m|in«  wlun^ 

mojfaigs 


(а)  Except  as  otherwise  provided  In 
this  paragraph,  all  engine  exhaust  pipes 
shall  be  water  cooled. 

(1)  Dry  pipe  vertical  exhausts  are  per¬ 
missible  if  suitably  insulated. 

(2)  Horizontal  dry  exhaust  pipes  are 
permitted  only  If:  They  do  not  pan 
through  living  or  berthing  spaces,  they 
terminate  above  the  deepest  load  water¬ 
line  and  are  so  arranged  as  to  prevent 
entry  of  cold  water  from  rough  or  board¬ 
ing  seas,  and  they  are  constructed  of  cor¬ 
rosion  resisting  material  at  the  hull 
penetration. 

(3)  Exhaust  pipes  on  air  cooled  en¬ 
gines  need  not  be  water  cooled  but  suit¬ 
able  insulation  may  be  required. 

<b>  The  exhaust  pipe  cooling  water 
system  shall  be  In  accordance  with  the 
following  provisions: 

(1)  Water  for  cooling  the  exhaust  pipe 
shall  be  obtained  from  the  engine  cooling 
water  system  or  a  separate  engine  driven 
pump. 

(2)  Water  for  cooling  the  exhaust 
pipe,  other  than  a  vertical  exhaust,  shall 
be  Injected  into  the  exhaust  system  as 
near  to  the  engine  manifold  as  practi¬ 
cable.  The  water  shall  pass  through  the 
entire  length  of  the  exhaust  pipe 

(3)  That  part  of  the  exhaust  system 
between  the  point  of  cooling  water  Injec¬ 
tion  and  the  engine  manifold  shall  be 
water-jacketed  or  effectively  Insulated. 

(4)  Vertical  exhaust  piping  must  be 
water- jacketed  or  suitably  Insulated  be- 
tweentiie  engine  manifold  and  the  spark 

(б)  When  the  exhaust  cooling  system 
is  separate  from  the  engine  cooling  sys¬ 
tem,  a  suitable  warning  device  shall  be 
provided  to  Indicate  any  failure  of  water 


flow  In  the  exhaust  ooollng  system.  Such 
warning  shall  be  visible  or  audible  at  the 
engine  operating  station. 

(6)  A  suitable  hull  strainer  shall  be 
Installed  in  the  circulating  water  Intake 
line  for  the  exhaust  cooling  system. 

(c)  Engine  exhaust  cooling  systems 
built  In  accordance  with  the  require¬ 
ments  of  American  Boat  and  Yacht 
Council,  Inc.,  Standard  P-1,  “Safe  In¬ 
stallation  of  Exhaust  Systems  for  Pro¬ 
pulsion  and  Auxiliary  Machinery”  will 
be  considered  as  meeting  the  require¬ 
ments  of  this  section.  (See  i  175.27-5  of 
this  subchapter.) 

(14  Ufi.C.  a)  ICQFB  68-83,  83  TA.  18909, 
Dec.  18,  1968,  as  amended  by  COFB  72-69R, 
87  Pi.  6191,  Mar.  36, 1073] 

§  182.15—20  Gasoline  engine  exhaust 
pipe,  installation. 

(a)  Exhaust  piping  shall  be  led  to  the 
point  of  escape  with  a  minimum  num¬ 
ber  of  bends  or  elbows.  It  shall  be  gas- 
tight  throughout  Its  length  and  aha.ii  be 
properly  supported  by  non-combustible 
hangers  or  blocks. 

(b)  The  exhaust  piping  shall  be  so 
arranged  as  to  prevent  backflow  of  water 
from  reaching  engine  exhaust  ports 
under  normal  conditions. 

(c)  Where  flexibility  Is  necessary  a 
section  of  flexible  metallic  hose  may  be 
used.  Non-metallic  hose  may  be  used 
provided  It  la  especially  adapted  to  re¬ 
sist  the  action  of  oil,  acid  and  heat,  and 
has  a  wall  thickness  sufficient  to  prevent 
collapsing  or  panting. 

(d)  Where  exhaust  piping  passes 
through  watertight  bulkheads  the  water¬ 
tight  integrity  of  the  bulkhead  shall  be 
maintained.  Nop. -combustible  packing 
shall  be  used  In  bulkhead  penetration 
glands.  Water  cooled  exhaust  pipes  may 
be  welded  to  steel  bulkheads  in  way  of 
penetrations  If  suitable  arrangements 
are  provided  to  relieve  the  stresses  re¬ 
sulting  from  the  expansion  of  the  ex¬ 
haust  piping. 

(e)  Where  exhaust  piping  passes 
through  non-watertlgbt  combustible 
bulkheads  or  partitions  non-combustible 
packing  shall  be  used  In  bulkhead  pene¬ 
tration  glands  or  a  minimum  clearance 
of  2  Inches  shall  be  provided  between  the 
exhaust  pipe  and  the  bulkhead  at 
partition. 

(f)  Vertical  exhaust  systems  shall  be 
provided  with  spark  arresters.  Spark 
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Arresters  shall  be  supported  by  suitable 
steel  hangers  and  shall  be  lagged  with 
Ore  resistant  material.  A  clearance  of 
at  least  9  inches  shall  be  maintained 
between  the  spark  arrester  and  any 
woodwork. 

eg/  Protective  gratings  shall  be  pro¬ 
vided  at  such  locations  where  persons 
or  gear  might  come  in  contact  with  the 
exhaust  pipe. 

(h)  Arrangements  shall  be  made  to 
provide  access  to  the  exhaust  pipe 
throughout  Its  length. 

(I)  All  exhaust  installations  with  pres¬ 
sures  in  excess  of  15  pounds  per  square 
Inch  gage  or  employing  runs  passing 
through  living  or  working  spaces  shall 
meet  the  material  requirements  of  Part 
60  of  8ubchapter  7  (Marine  Engineer¬ 
ing)  of  this  chapter. 

(J)  Engine  exhaust  installations  built 
In  accordance  with  the  requirements  of 
American  Boat  and  Yacht  Council,  Inc., 
Standard  P-1,  “Safe  Installations  of  Ex¬ 
haust  Systems  for  Propulsion  and  Aux¬ 
iliary  Machinery”  will  be  considered  as 
meeting  the  requirements  of  this  section. 
(See  S  175.27-5  of  this  subchapter.) 
[corn  eo-M,  as  Pit.  ossa,  Sept,  as,  laoo, 
as  amended  by  COPS  S8-S3,  88  PiL  18800, 
Deo.  18.  1808] 

S  182.15-25  Casollne  fuel  tanka. 

(a)  Materials  and  construction.  (1) 
Fuel  tanks  shall  be  independent  of  the 
hull.  The  material  used  and  the  mini¬ 
mum  thickness  allowed  shall  be  as  in¬ 
dicated  In  Table  182.15-25  (a)  (1),  except 


that  consideration  will  be  given  to  other 
materials  which  provide  equivalent 
safety  as  indicated  In  subparagraph  (8) 
of  this  paragraph.  Fuel  tanks  having  a 
capacity  of  more  than  150  gallons  shall 
be  designed  to  withstand  the  maximum 
head  to  which  they  may  be  subjected  in 
service  but  in  no  case  shall  the  thick¬ 
ness  be  less  than  that  specified  in  Table 
182.15-25(a)  :i). 

(2)  Tanks  with  flanged-up  top  edges, 
that  may  trap  and  hold  moisture,  shall 
not  be  used. 

(3)  Openings  for  fill,  vent  and  fuel 
pipes,  and  openings  for  fuel  level  gages 
where  used,  shall  be  on  topmost  surface 
of  tanks.  Tanks  shall  have  no  open¬ 
ings  In  bottoms,  sides,  or  ends,  except 
that  an  opening  fitted  with  threaded 
plug  or  cap  may  be  used  for  tank  clean¬ 
ing  purposes. 

(4)  All  tank  joints  shall  be  welded 
or  brazed. 

(5)  Nozzles,  flanges,  or  other  fittings 
for  pipe  connections  shall  be  welded  or 
brazed  to  the  tank.  The  tank  openings 
in  way  of  pipe  connections  shall  be  prop¬ 
erly  reinforced  where  necessary.  Where 
fuel  level  gages  are  used  the  flange  to 
which  gage  fittings  are  attached  shall  be 
welded  or  brazed  to  the  tank.  No  tubular 
gage  glasses  or  try  cocks  shall  be  fitted 
to  the  tanks. 

(6)  All  tanks  exceeding  30  inches  in 
any  horizontal  dimension  shall  be  fitted 
with  vertical  baffle  plates  where  neces¬ 
sary  for  strength  or  for  control  of  ex¬ 
cessive  surge.  In  general,  baffle  plates 


Tabu  lS2.1S-M<a)(l) 


Material 

ASTM  apedflcatlon 
(latest  edition! 

Thickness  In  Inches  and  gage  number  ■  n. 
tank  capaeittea  (or— 

1  to  80  gallon 
tanka 

More  than  80  and 
not  more  than 

180  gallon  tanka 

Over  180  gallon 

tanka 

Nickel-copper . . 

Copper-nickeL. . 

Copper  . 

Copper -silicon _ .... 

Steel  or  Iron » _ 

Ahuntnnm  1.  _ _ 

Mi 

0.087  (USSO  50)  I 
.048  (AW O  17) 

.087  (AWO  IS) 

.081  (AWO  18) 
.0747  (MSO  It) 
0JS0  (USSO  1) 

0.080  (UB80  IS) 
.067  (AWO  15) 

.081  (AWO  12) 

.004  (AWO  14) 
.104*  (MSO  12) 
0.300  (USSO  I) 

0.107  (T7880  12) 
.128  (AW U  8) 

.182  (AWO  61 
.144  (AWO  7) 

.1793  (MSO  7) 
0.280  (U88Q8). 

•  Tbe  gage  numbers  and  in  thi»  table  may  be  bund  In  many  atandard  engineering  reference  book*.  Tbe  letters 
"UBSO"  (tend  lor  "O.B.  Standard  Gage.”  whlob  *a»  eatabllaned  by  tbe  act  of  March  J.  18 92  (18  U.B.C.  20«),  for 
•beet  and  plate  Iron  and  iteel.  The  letter*  "A  WO"  itand  lor  "American  Wire  Oage"  (or  Brown  and  Sharpe  Oage) 
for  conferroni  iheet  thlclmeeeee.  The  lettere  "MSO”  etand  lor  "Manufacturer*'  Standard  Gage”  for  eheet  eteef 
thlrkoeese*. 

i  Nickel-copper  not  ’eat  than  0.081  Inch  (USSO  72)  may  be  used  tor  tank!  op  to  80-gallon  capacity. 

>  Foel  tanks  oonitmeted  of  Iron  or  (teal,  which  la  lea  (ban  Mt-lncb  thick,  anal]  be  galvanized  Inside  and  ontalde 
by  the  hot  dip  proceee. 

*  Anodic  to  most  common  m stale.  Avoid  dlaalrailar  metal  contact  with  tank  body. 

1  And  other  alloy*  acceptable  to  tbe  Coen  men  dent. 
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Installed  at  Intervals  not  exceeding  30 
inches  will  be  considered  as  meeting 
this  requirement 

(7)  Baffle  plates,  where  required,  shall 
he  of  the  same  material  and  not  less  than 
the  minimum  thickness  required  In  the 
tank  walls  and  shall  be  connected  to  the 
tank  walls  by  welding  or  brazing.  IJmber 
holes  at  the  bottom  and  air  holes  at 
the  top  of  all  baffles  shall  be  provided. 

(8)  Materials  other  than  those  listed 
in  Table  182.15-25<a)  (1)  may  be  need 
for  gasoline  fuel  tank  construction  only 
If  the  tank  as  constructed  meets  the  test¬ 
ing  requirements  of  Yacht  Safety  Bu¬ 
reau  STD  E-3,  paragraph  E3-3.  (See 
1  175.27-20  of  this  subchapter.)  Testing 
may  be  accomplished  by  any  acceptable 
laboratory  such  as  the  Yacht  Safety  Bu¬ 
reau,  or  may  be  done  by  the  fabricator 
If  witnessed  by  a  marine  inspector. 

(b)  Location  and  installation.  (1) 
Fuel  tanks  shall  be  located  In,  or  as  dose 
as  practicable  to  engine  compartments. 

(2)  Fuel  tanks  shall  be  so  Installed  as 
to  permit  examination,  testing,  or  re¬ 
moval  for  cleaning  with  minimum  dis¬ 
turbance  to  the  hull  structure. 

(3)  Fuel  tanks  shall  be  adequately  sup¬ 
ported  and  braced  to  prevent  movement. 
The  supports  and  braces  shall  be  Insu¬ 
lated  from  contact  with  the  tank  surfaces 
with  a  non-abrasive  and  non-absorbent 
material. 

(4)  All  fuel  tanks  shall  be  electrically 
bonded  to  the  common  ground. 

(5)  Cylindrical  tanka  with  longitudi¬ 
nal  seams  shall  be  arranged  horizontally 
where  practicable  so  that  such  seams 
are  located  as  near  the  top  as  possible. 

(c)  Tests.  (1)  Prior  to  Installation, 
tanks  vented  to  the  atmosphere  shall  be 
tested  to,  and  must  withstand,  a  pressure 
of  5  pounds  per  square  Inch  or  1  Mi  times 
the  maximum  head  to  which  they  may  be 
subjected  In  service,  whichever  la  greater. 
A  standpipe  of  11  Mr  feet  In  height  at¬ 
tached  to  the  tank  may  be  filled  with 
water  to  accomplish  the  5  pounds  per 
square  Inch  test.  Permanent  deformation 
of  the  tank  will  not  be  cause  for  rejec¬ 
tion  unless  accompanied  by  leakage. 

(2)  After  installation  of  the  fuel  tank 
on  a  vessel  the  complete  installation  shall 
be  tested  In  the  presence  of  a  marine  In¬ 
spector  to  a  head  not  less  than  that  to 
which  the  tank  may  be  subjected  In  serv¬ 
ice.  Fuel  may  be  used  as  testing  medium. 


(3)  All  tanks  Dot  vented  to  the  at¬ 
mosphere  shall  be  constructed  and  tested 
In  accordance  with  1 182.10-5(d). 

(14  UA.O.  2)  [COFR  80-64,  28  FJR.  0833. 
Sept.  29,  1080,  u  amended  by  COFR  68-88. 
31  PA  16200,  Deo.  8,  1988;  COFR  68-83, 
33  Pit.  18910,  Dec.  IB.  1988;  COFR  73-69 R, 
37  FJk  6191,  Mar.  28, 1972] 

§  182. IS— 30  Filling  and  sounding  pipes 
for  gasoline  fuel  tanks. 

(a)  Fill  pipes  shall  be  not  less  than  ltfc 
Inches  nominal  pipe  size. 

(b)  Filling  and  sounding  pipes  a^sii 
be  so  arranged  that  overflow  of  liquid  or 
vapor  cannot  escape  to  the  inside  of  the 
vessel,  but  will  discharge  overboard. 
Sounding  pipes  may  be  omitted  where 
sounding  can  be  accomplished  through 
the  fill  pipe  or  where  marine  type  fuel 
gages  are  Installed.  Where  sounding 
pipes  are  used,  their  openings  shall  be  at 
least  as  high  as  the  opening  of  the  fill 
pipe  and  they  shall  be  kept  closed  at  all 
times  except  during  sounding. 

(c)  Fill  and  sounding  pipes  shaB  run 
as  directly  as  possible,  preferably  In  a 
straight  line,  from  the  deck  connection 
to  the  top  of  the  tank.  Such  pipes  shall 
terminate  on  the  weather  deck  clear  of 
any  coamings  and  shall  be  fitted  with 
shutoff  valves,  watertight  deck  plates  or 
screw  caps  suitably  marked  for  Identifi¬ 
cation.  Fill  and  sounding  pipes  shall  ex¬ 
tend  to  within  one-half  of  their  diameter 
from  the  bottom  of  the  tank. 

(d)  Where  a  flexible  fill  pipe  section  is 
necessary,  suitable  flexible ,  tubing  or 
hose  having  high  resistance  to  salt  water, 
petroleum  oils,  heat  and  vibration,  may 
be  used.  Such  hose  shall  overlau  metal¬ 
lic  pipe  ends  at  least  1  Vt  times  the  pipe 
diameter  and  shall  be  secured  at  each 
end  by  two  clamps  of  corrosion  resistant 
metal.  The  flexible  section  shall  be  ac¬ 
cessible  and  as  near  the  upper  end  of  the 
filling  pipe  as  practicable.  When  the 
flexible  section  Is  a  nonconductor  of  elec¬ 
tricity.  the  metallic  sections  of  the  filling 
pipe  separated  thereby  shall  be  joined  by 
a  conductor  for  protection  against  static 
spark  when  filling. 

g  182.15-35  Vent  pipes  for  gasoline 
fuel  tanks. 

(a)  Each  tank  shall  be  fitted  with 
a  vent  pipe  which  shall  be  connected  to 
the  tank  at  Its  highest  point  under 
normal  operating  conditions. 
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(b)  The  net  cross-sectional  area  of 
the  vent  pipe  shall  be  not  less  than  that 
of  %-lnch  O.D.  tubing  (0.035  inch  wall 
thickness — 20  gage),  except  that,  where 
provision  Is  made  to  fill  the  tunica  under 
pressure,  the  net  cross- sectional  area  of 
the  vent  pipe  shall  be  not  less  than  that 
of  the  fill  pipe. 

(c)  The  discharge  ends  of  rent  pipes 
shall  terminate  on  the  hull  exterior  as 
high  above  the  waterline  as  practicable 
and  remote  from  any  hull  openings,  or, 
they  shall  terminate  in  U -bends  as  high 
above  the  weather  deck  as  practicable 
and  as  far  from  any  openings  into 
living  quarters  or  other  below  deck  spaces 
as  practicable.  Vent  pipes  terminating 
on  the  hull  exterior  shall  be  so  Installed 
or  equipped  as  to  prevent  the  accidental 
contamination  of  the  fuel  by  water  under 
normal  operating  conditions. 

(d)  The  discharge  ends  of  vent  pipes 
shall  be  fitted  with  removable  flame 
screens  or  flame  arresters.  The  flame 
screens  shall  consist  of  a  single  screen 
of  corrosion  resistant  wire  of  at  least 
30  x  30  mesh.  The  flame  screens  or 
flame  arresters  shall  be  of  such  size  and 
design  as  to  prevent  reduction  in  the 
net  cross-sectional  area  of  the  vent  pipe 
and  permit  cleaning  or  renewal  of  the 
flame  screens  or  arrester  elements. 

g  182.15— 40  Gasoline  fad  supply 
piping. 

(a)  Materials  and  workmanship.  (1) 
Fuel  lines  shall  be  annealed  tubing  of 
copper,  nickel-copper,  or  copper-nickel 
having  a  minimum  wall  thlr.kncwa  at 
0.036  inch. 

(2)  Where  flexibility  is  necessary  or 
desired,  a  reasonable  length  of  flexible 
hose  may  be  used  provided  it  la  fitted 
with  suitable  connection  fittings  and 
has  high  resistance  to  saltwater,  petro¬ 
leum  oils  and  vibration. 

(3)  Flexible  hose  shall  be  fabricated 
with  an  inner  tube  and  a  cover  of  syn¬ 
thetic  rubber  or  other  suitable  material 
reinforced  with  wire  braid.  The  hose 
cover  shall  be  adjudged  self -extinguish¬ 
ing  per  ASTM  D1692,  and  the  hose  as¬ 
sembly  shall  be  capable  of  withstanding 
free  burning  gasoline  for  2  V2  minutes 
(test  details  available  from  Coast  Guard 
(MMT) ) .  Details  of  other  fire  tests  de¬ 
signed  to  demonstrate  this  capability 
shall  be  submitted  to  Coast  Guard 
(MMT)  for  review. 


(4)  Tubing  connections  and  fittings 
shall  be  of  nonferrous  drawn  or  forged 
metal  of  the  flared  type  except  that  the 
flareless  fittings  of  the  nonbite  type  may 
be  used  when  the  tubing  system  is  of 
nickel-copper  or  copper-nickel.  When 
making  tube  connections,  the  tubing 
shall  be  cut  square  and  flared  by  suit¬ 
able  tools.  Tube  ends  shall  be  annealed 
before  flaring. 

(5)  Valves  for  fuel  lines  shall  be  of  a 
suitable  nonferrous  type.  Cocks  are  pro¬ 
hibited  except  for  the  solid  bottom  type 
with  tapered  plugs  and  union  bonnets. 

(b)  Installation.  (1)  Fuel  lines  shall 
be  run  at  the  level  of  the  tank  top  to  a 
point  as  close  to  the  engine  connection 
as  practicable. 

(2)  Fuel  lines  shall  be  accessible,  pro¬ 
tected  from  mechanical  injury,  and 
effectively  secured  against  excessive 
movement  and  vibration  by  the  use  of 
soft  nonferrous  metal  straps  with  no 
sharp  edges.  Where  passing  through 
bulkheads,  fuel  lines  «h*n  be  protected 
by  close  fitting  ferrules  or  stuffing  boxes. 

(3)  Shutoff  valves,  installed  so  as  to 
close  against  the  fuel  flow,  shall  be  fit¬ 
ted  in  the  fuel  supply  lines,  one  at  the 
tank  connection  and  one  at  the  engine 
end  of  the  fuel  line  to  stop  fuel  flow 
when  servicing  accessories.  The  shut¬ 
off  valve  at  the  tank  shall  be  operable 
from  outside  the  tank  compartment 
preferably  from  an  accessible  position  cm 
the  weather  deck. 

(4)  A  loop  of  copper  tubing  or  a  short 
length  of  flexible  hose  shall  be  Installed 
In  the  fuel  supply  line  at  or  near  the 
engines.  Such  flexible  hose  shall  be 
provided  with  suitable  connection  fittings 
and  shall  have  a  high  resistance  to  salt 
water,  p<_  --oleum  oils,  heat  and  vibration. 

(5)  A  suitable  metal  marine  type 
strainer  shall  be  fitted  in  the  fuel  supply 
line  in  the  engine  compartment.  Strain¬ 
ers  shall  be  of  the  type  opening  on 
top  for  cleaning  screens.  A  drip  pan 
fitted  with  flame  screen  shall  be  installed 
under  the  strainer. 

(6)  All  accessories  Installed  in  the  fuel 
line  shall  be  independently  supported. 

(7)  Outlets  in  fuel  lines  for  drawing 
fuel  below  deck  for  any  purpose  are 
prohibited. 

[CQFR  60-64,  98  FJV  MU,  Sept.  99.  1960, 
u  amended  by  OQFR  66-89.  SS  FJt  18910, 
Dec.  18,  1968;  COD  T3-906R,  88  FR  17380, 
June  39, 1973] 
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§  188.80-5 


|  182.  IS— 45  Ventilation  of  compart* 
menu  containing  gasoline  machinery 
or  fuel  tanks. 

(a)  Spaces  containing  gasoline  ma¬ 
chinery  or  fuel  tanks  shall  have  natural 
supply  and  mechanical  exhaust  ventlla- 
tion  as  required  by  this  section,  except 
that,  where  engines  and  fuel  tanks  are 
not  In  dosed  compartments,  st  least  one 
ventilation  duct  shall  be  Installed  In  the 
fore  part  of  the  vessel  and  one  In  the 
after  part  of  the  vessel,  both  ducts  hav¬ 
ing  cowls  or  scoops  ss  required  by  para¬ 
graph  (h)  of  this  section. 

(b)  The  requirements  for  the  mechan¬ 
ical  exhaust  system  shall  be  such  as  to 
assure  the  air  changes  ss  noted  in  table 
I82.15-45(b)  depending  upon  the  slxe 
of  the  space. 


TiKLX  lW.!S-4S(b> 


Size  of  vpece,  cable  feet 

Minute 
per  Hr 

ehuut 

Orer— 

Not  otvr— 

000 

1 

MX) . . 

1,000 

8 

1,000 . 

1,000 

4 

1,800 . 

fi 

(c)  Exhaust  blower  motors  shall  be 
outside  of  the  ducts,  and  If  mounted  In 
any  compartment  required  to  be  venti¬ 
lated  by  this  section,  shall  be  located  as 
high  above  the  bilge  as  practicable. 
Blower  blades  shall  be  nonsparking  with 
reference  to  their  housings. 

(d)  Exhaust  blower  switches  shall  be 
located  outside  of  any  space  required  to 
be  ventilated  by  this  section,  and  «h*n 
be  at  the  type  Interlocked  with  the  start¬ 
ing  switch  and  the  Ignition  switch  so 
that  the  blowers  are  started  before  the 
engine  starter  motor  circuit  or  the  en¬ 
gine  ignition  is  energized.  A  red  warning 
sign  at  the  switch  shall  state  that  the 
blowers  shall  be  operated  prior  to  start¬ 
ing  the  engines  for  a  sufficient  time  to 
insure  at  least  one  complete  change  of 
air  in  the  compartments. 

(e)  The  area  of  the  ducts  shall  be 
such  ss  to  limit  the  air  velocity  to  a 
maximum  of  2.000  feet  per  minute. 
Ducts  may  be  of  any  shape,  provided 
that  In  no  case  shall  one  cross  section 
dlmcnMon  exceed  twice  the  other. 

(f)  At  least  two  Inlet  ducts  shall  be 
located  at  one  end  of  the  compartment 
end  they  shall  extend  to  the  lowest  part 


of  the  compartment  or  bilge  on  each  side. 
Similar  exhaust  ducts  shall  be  led  to  the 
mechanical  exhaust  system  from  the 
lowest  part  of  the  compartment  or  bilge 
on  each  side  of  the  compartment  at  the 
end  opposite  from  that  at  which  the  Inlet 
ducts  are  fitted.  These  ducts  shall  be 
so  Installed  that  ordinary  collection  of 
water  in  the  bilge  will  not  trap  the  ducts. 

ig)  All  ducts  shall  be  of  rigid  perma¬ 
nent  construction  of  fire  proof  material 
and  reasonably  gastlght  from  end  to  end. 
The  ducts  shall  lead  as  direct  as  possible 
and  be  properly  fastened  and  supported. 
(Sec*.  11.  17.  64  8 tat.  ISO,  aa  amended,  lee. 
u  amended;  48  DS.O.  6291.  62Sp.  Treaaurj 
Department  Order  120,  July  81,  1060,  15  Fit 
9621) 

<h)  All  supply  ducts  shall  be  provided 
with  cowls  or  scoops  having  a  free  area 
not  less  than  twice  the  required  duct 
area.  When  the  cowls  or  scoops  are 
screened,  the  mouth  area  shall  be  In¬ 
creased  to  compensate  for  the  area  of 
the  screen  wire.  Dampers  shall  not  be 
fitted  In  the  supply  ducts.  Cowls  or 
scoops  shall  be  kept  open  at  all  times 
except  when  the  stress  of  weather  Is 
such  as  to  endanger  the  vessel  If  the 
openings  are  not  temporarily  closed 
8upply  and  exhaust  openings  shall  not 
be  located  where  the  natural  flow  of  air 
Is  unduly  obstructed,  or  adjacent  to  pos¬ 
sible  sources  of  vapor  Ignition,  nor  shall 
they  be  so  located  that  exhaust  air  may 
be  taken  Into  the  supply  vents.  Provision 
shall  be  made  for  closing  all  cowls  or 
scoops  when  the  fixed  carbon  dioxide 
system  Is  operated. 

leant  90-64.  38  FJL  9333.  Sept.  39,  1990. 
u  amended  by  OOFB  08-96.  S3  F.B.  19992, 
Dec.  28,  1968] 

Subpart  182.20 — Machinery  Using 
Diesel  Fuel 

S  182.2 0-1  Application, 

(a)  This  subpart  shall  apply  to  all 
propulsion  and  auxiliary  machinery  In¬ 
stallations  of  the  internal  combustion 
piston  type  which  use  Diesel  fuel  or  other 
fuel  having  a  flashpoint  (Pensky-Mar- 
tens  Closed  Cup  Method — ASTM-D93)  of 
over  110*  F. 

[CQFB  98-82,  88  FJL  18910,  Dee.  18,  1998] 
§  182.20-5  General  requirement*. 

(a)  Generators,  starting  motors  and 
other  spark  producing  devices  shall  be 
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mounted  as  high  above  the  bilge*  as 
practicable. 

<b>  Gages  to  indicate  engine  cooling 
water  discharge  temperature  and  lu¬ 
bricating  oli  pressure  shall  be  provided 
for  all  propulsion  engines  and  located 
so  as  to  be  in  view  of  the  operator. 

§  1152.20-10  I)ie»e!  engine  i  iwPn.g. 

'a>  Except  as  otherwise  provided  In 
this  paragraph  all  engines  shall  be  water 
cooled. 

( 1 1  Auxiliary  engines  with  self-con¬ 
tained  fuel  systems  may  be  air  cooled 
when  they  are  Installed  on  open  decks. 

12 1  Air  cooled  propulsion  and  auxil¬ 
iary  engines  may  be  Installed  under  deck 
when  adequate  compartment  ventilation 
Is  provided  and  other  necessary  safe¬ 
guards  are  taken  so  as  not  to  endanger 
the  vessel.  (See  8  182.20-45 (b)  for  ven¬ 
tilation  requirements.; 

(b)  The  engine  cooling  water  system 
shall  be  in  accordance  with  the  following 
provisions: 

(1)  The  engine  head,  block  and 
exhaust  manifold  shall  be  water  Jacketed 
and  cooled  by  water  from  a  pump  which 
operates  whenever  the  engine  la 
operating. 

<  2 »  A  closed  fresh  water  system  may 
be  used  to  cool  the  engine.  Air  cooled 
radiators  shall  not  be  used  for  propulsion 
engine  cooling  systems. 

<3 1  A  suitable  hull  strainer  shall  be 
Installed  In  the  circulating  water  Intake 
line. 

§  182.20-15  Diesel  engine  exhaust  cool¬ 
ing. 

1  a  i  Installation  shall  be  in  accordance 
with  5  182.15-15. 

(COFR  68-83,  S3  PM.  18810,  Dec.  18.  1988] 

§  182.20-20  Diesel  engine  exhaust  pip*, 
installation. 

<&)  Installation  of  diesel  engine  ex¬ 
haust  pipe  shall  be  In  accordance  with 
J  182.15-20. 

|  com  08-83.  88  FA  18810.  Deo.  It.  18881 
8  182.20-22  Integral  dieael  fuel  tanks. 

< at  A  diesel  fuel  tank  may  not  be  built 


inbg'i-.i  vi  rh  the  bull  of  a  vessel  unless 
the  bud  Ls  made  of  — 

■  ■  t»h  el. 

(?>  Aluminum:  or 

< 3  •  Fiberglass  reinforced  plastic  that 
la— 

«1>  hot  sandwich  construction . 

'Li:  Sandwich  construction  with  core 
material  of  closed-cell,  polyvinyl  chlo¬ 
ride  foam .  or 

1  in  i  Sandwich  construction  only  where 
the  hull  is  not  Integral  with  the  tank. 

<a~l  >  Each  vessel  contracted  for  before 
January  16.  1978  that  has  a  fiberglass 
reinforced  plastic  hull  made  of  sandwich 
construction  in.  whole  or  In  part  may 
postpone  compliance  with  paragraph  (a) 
of  this  section  until  Its  next  Inspection  for 
certification  or  reinspeetton,  whichever 
occurs  first. 

o  >  Integral  fuel  tanks  shall  be  con¬ 
structed  to  the  satisfaction  of  the  Officer 
in  Charge.  Marine  Inspection.  The 
standards  of  a  recognized  classification 
society  may  be  considered  in  deter¬ 
mining  the  structural  adequacy  of  an 
integral  fuel  tank. 

<c  Integral  fuel  tanks,  when  new 
shah  be  subjected  to  and  shall  withstand 
a  hydrostatic  test  pressure  of  5  pounds 
per  square  inch,  or  to  the  maximum  head 
to  which  they  may  be  subjected  in  serv¬ 
ice  whichever  is  greater 
|  CQFR  60-84,  36  FR.  9833.  Sept.  18.  1880, 
as  amended  by  CQFR  68-83.  88  FA.  18810 
Dec.  18.  1968] 

g  182  20-23  Independent  diesel  foel 

tanks. 

fa’  Material  and  construction.  (1) 
The  materials  used  and  the  minimum 
thickness  allowed  In  the  construction  of 
Independent  fuel  tanks  shall  be  as  In¬ 
dicated  In  Table  182.20-25 'a)  (1).  except 
that  consideration  will  be  given  to  other 
materials  which  provide  equivalent  safety 
as  indicated  tn  subparagraph  (8)  of  this 
paragraph.  F*uel  tanks  having  a  capacity 
of  more  than  150  gallons  shall  be  de¬ 
signed  to  withstand  the  maximum  head 
to  which  they  may  be  subjected  In  serv¬ 
ice  but  In  no  case  should  the  thickness  be 
less  than  that  specified  tn  Table  182.20- 
25<aMl>. 


.•  (  1  ) 


Chapter  I — Coast  Guard,  Dept,  of  Transportation 


5  182.20-30 


Tabl*  132.30-2j 


Material 


I 


A8TM  specification 
(latoit  edition; 


Thicknesi  In  Incbei  and  (ran  number  1  w 
tank  capacities  (or— 


to  9C  icnlloo  |  M  or*  than  80  tod  I  Over  1Y)  fallon 
lank*  not  more  than  I  teaks 

IV)  gallon  tank!  ! 


Nickel-copper .  B127,  hot  rolled  sheet  or  plate  J  0  COT  (t’SSO  20' » 

Pt  eel  or  Iron . .  . i  0  OT47  (M  8«  i  \s) 

Aluminum  * . . J  B2D0.  Alloy  finec  »  .  0  250  tUSSO  S) 


o  iwp  fT'sso  u)  0.107  (reeo  id 

«  l(H«  fM{4»)  12)  j  0  1  TVS  (MSG  7) 
O^OiCSSUS)  1  0.240  (C88G  f) . 


1  The  *&«re  numbers  used  In  this  tnble  may  be  found  Id  many  standard  enclneertny  reference  books.  The  let  ten 
"UP8G"  stand  for  "l' 8.  Standard  Gape,”  which  was  established  by  th**  act  ■  >/  NlarchS.  1802  dft  r.g.C  30fli  for 
•heet  and  plate  Iron  and  steel.  The  letters  “MSG"  stand  for  "Manufacturer!*  Standard  Oa**“  for  sheet  r*rtl 
thicknesses 

*  Nlrkel-eopner  not  leas  than  0  031  Inch  (fgPO  72)  may  be  use.!  for  tank?  up  to30-gaUon  capacity. 

1  Anodic  to  most  common  ra<*ta!s  Avoid  dissimilar  meuti  contact  with  tank  body. 

*  And  other  alloys  acceptable  to  the  Commandant. 
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(2)  Tanka  with  flanged -up  top  edge*, 
that  may  trap  and  hold  moisture,  shall 
not  be  used. 

(3)  Openings  for  fill  and  vent  pipes 
and  openings  for  fuel  level  gages,  where 
used,  shall  be  on  the  topmost  surface 
of  tanks.  Tanka  shall  have  no  openings 
In  bottoms,  sides  or  ends  except  as 
follows: 

(I)  The  opening  for  the  fuel  supply 
piping  Is  not  restricted  to  the  top  of  the 
tank. 

(II)  An  opening  fitted  with  threaded 
plug  or  cap  may  be  used  on  the  bottom 
of  the  tank  for  tank  cleaning  purposes. 

(4)  All  tank  Joints  shall  be  welded. 

(5)  Nozzles,  flanges  or  other  fittings 
for  pipe  connections  shall  be  welded  or 
brazed  to  the  tank.  The  tank  opening 
in  way  of  pipe  connections  shall  be 
properly  reinforced  where  necessary- 
Where  liquid  level  indicating  gages  are 
installed,  they  shall  be  of  heat  resistant 
materials,  adequately  protected  from 
mechanical  damage  and  provided  at  the 
tank  connections  with  devices  which  will 
automatically  close  In  the  event  of  rup¬ 
ture  of  the  gage  or  gage  lines. 

(6)  All  tanks  exceeding  30  Inches  In 
any  horizontal  dimension  shall  be  fitted 
with  vertical  baffle  plates  where  neces¬ 
sary  for  strength  or  for  control  of  ex¬ 
cessive  surge.  In  general,  baffle  plates 
Installed  at  Intervals  not  exceeding  30 
inches  will  be  considered  as  meeting  this 
requirement. 

(7)  Baffle  plates,  where  required,  shall 
be  of  the  same  material  and  not  less  than 
the  minimum  thickness  required  In  the 
tank  walls  and  shall  be  connected  to  the 
tank  walls  by  welding  or  brazing.  Umber 
holes  at  the  bottom  and  air  holes  at  the 
top  of  all  baffles  shall  be  provided. 

(8)  Iron  or  steel  tanks  shall  not  be 
galvanized  on  the  interior.  Galvaniz¬ 
ing,  paint  or  other  suitable  coating  shall 
be  used  to  protect  the  outside  of  Iron  and 
steel  tanks. 

(0)  Materials  other  than  those  spe¬ 
cifically  listed  In  Table  182.20-25<a)  (1) 
may  be  used  only  if  the  tank  as  con¬ 
structed  meets  the  testing  requirements 
of  Yacht  8 after  Bureau  STD  E-3,  para¬ 
graph  E3-3.  (See  1  175.27-20  of  this  sub¬ 
chapter.)  Testing  may  be  accomplished 
by  any  acceptable  laboratory  such  as  the 
Yacht  Safety  Bureau,  or  may  be  done 
by  the  fabricator  If  witnessed  by  a 
marine  inspector. 


(b)  Location  and  installation.  (1) 
Fuel  tanks  shall  be  located  In.  or  as 
close  as  practicable,  to  engine  compart¬ 
ments. 

(2)  Fuel  tanks  shall  be  so  Installed 
as  to  permit  examination,  testing,  or 
removal  for  cleaning  with  minimum  dis¬ 
turbance  to  the  hull  structure. 

(3)  Fuel  tanks  shall  be  adequately 
supported  and  braced  to  prevent  move¬ 
ment.  The  supports  and  braces  shall 
be  Insulated  from  contact  with  the  tank 
surfaces  with  a  non-abrasive  and  non- 
absorbent  material. 

(4)  All  fuel  tanks  shall  be  electrically 
bonded  to  the  common  ground. 

(5)  When  cylindrical  tanks  are  In¬ 
stalled,  longitudinal  seams  «h*n  be  lo¬ 
cated  as  near  the  top  of  the  t»nk»  M 
possible. 

(c)  Tests.  (1)  Prior  to  Installation, 
tanks  vented  to  the  atmosphere  shall  be 
tested  to  and  mast  withstand  a  pressure 
of  5  pounds  per  square  Inch  or  1  y2  times 
the  maximum  head  to  which  they  may 
be  subjected  in  service,  whichever  is 
greater.  A  standpipe  of  11)4  feet  in 
height  attached  to  the  tank  may  be  filled 
with  water  to  accomplish  the  5  pounds 
per  square  Inch  test.  Permanent  defor¬ 
mation  of  the  tank  will  not  be  cause 
for  rejection  unless  accompanied  by 
leakage. 

(2)  After  Installation  of  the  fuel  tank 
on  a  vessel,  the  complete  installation 
shall  be  tested  in  the  presence  of  a  marine 
Inspector  to  a  head  not  less  than  that  to 
which  the  tank  may  be  subjected  In 
service.  Fuel  may  be  used  as  a  testing 
medium. 

(3)  All  tanks  not  vented  to  the  at¬ 
mosphere  shall  be  constructed  and  tested 
In  accordance  with  $  182.10-5(d). 

(1*  ns. O.  2)  [CGFR  80-64.  28  rJL  9332. 
Sept.  29,  1960,  as  amended  by  CGFR  64-19, 
29  FH.  7362.  June  6.  1964;  CGFR  66-33,  31 
F-R.  16299,  Dec.  6.  1966;  CGFR  66-82,  33  Fit. 
18910,  Dec.  18,  1968;  CGFR  72-69R,  37  FJL 
6192,  Mar.  28. 1972] 

ft  182.20-30  Filling  and  sounding  pipes 
for  diesel  fuel  tanks. 

(a)  Fill  pipes  shall  be  not  less  than 
I  y2  Inches  nominal  pipe  size. 

(b)  Filling  and  sounding  pipes  shall 
be  so  arranged  that  overflow  of  liquid  or 
vapor  cannot  escape  to  the  Inside  of  the 
vessel,  but  will  discharge  overboard. 
Sounding  pipes  may  be  omitted  where 
sounding  can  be  accomplished  through 
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the  fill  pipe  or  where  marine  type  fuel 
gages  are  Installed.  Where  sounding 
pipes  are  used,  their  openings  shall  be  at 
least  as  high  as  the  opening  of  the  fill 
pipe  and  they  shall  be  kept  closed  at  all 
times  except  during  sounding. 

(c)  Pill  and  sounding  pipes  shall  run 
as  directly  as  possible,  preferably  in  a 
straight  line,  from  the  deck  connection 
to  the  top  of  the  tank.  Such  pipes  shall 
terminate  on  the  weather  deck  clear  of 
any  coamings  and  shall  be  fitted  with 
shutoff  valves,  watertight  deck  plates  or 
screw  caps  suitably  marked  for  identifi¬ 
cation.  Pill  and  sounding  pipes  may 
terminate  at  the  top  of  the  tank. 

(d)  Where  a  flexible  fill  pipe  section 
is  necessary,  suitable  flexible  tubing  or 
hose  having  high  resistance  to  salt  water, 
petroleum  oils,  heat  and  vibration,  may 
be  used.  Such  hose  shall  overlap  metal¬ 
lic  pipe  ends  at  least  IV2  times  the  pipe 
diameter  and  shall  be  secured  at  each 
end  by  two  clamps  of  corrosion  resistant 
metal.  The  flexible  section  shall  be  ac¬ 
cessible  and  as  near  the  upper  end  of  the 
filling  pipe  as  practicable.  When  the 
flexible  section  is  a  nonconductor  of 
electricity,  the  metallic  sections  of  the 
filling  pipe  separated  thereby  shall  be 
joined  by  a  conductor  for  protection 
against  static  spark  when  filling. 

§  182.20-35  Vent  pipes  for  diesel  fuel 
tanks. 

(a)  Each  fuel  tank  shall  be  fitted 
with  a  vent  pipe  which  shall  be  con¬ 
nected  to  the  tank  at  its  highest  point 
under  normal  operating  conditions. 

<b)  The  minimum  net  cross-sectional 
area  of  the  vent  pipe  shall  be  as  follows : 

(1)  Not  less  than  the  cross-sectional 
area  of  5/s-inch  O.D.  tubing  (0.035-inch 
wall  thickness — 20  gage) ,  if  the  fill  pipe 
terminates  at  the  top  of  the  tank. 

(2)  Not  less  than  the  cross-sectional 
area  of  %-inch  O.D.  tubing  (0.035 -inch 
wall  thickness — 20  gage),  if  the  fill  pipe 
extends  into  the  tank. 

(3)  Not  less  than  the  cross-sectional 
area  of  the  fill  pipe  if  provision  is  made 
to  fill  the  tank  under  pressure. 

(c)  The  discharge  ends  of  vent  pipes 
shah  terminate  on  the  hull  exterior  as 
high  above  the  waterline  as  practicable 
and  remote  from  any  hull  openings,  or, 
they  shall  terminate  in  U-bends  as  high 
above  the  weather  deck  as  practicable 
and  as  far  from  any  openings  into  living 
quarters  or  other  below  deck  spaces  as 
practicable.  Vent  pipes  terminating  on 
the  hull  exterior  shall  be  so  installed  or 


equipped  as  to  prevent  the  accidental 
contamination  of  the  fuel  by  water  under 
normal  operating  conditions. 

(d)  The  discharge  ends  of  vent  pipes 
shall  be  fitted  with  removable  flame 
screens  or  flame  arresters.  The  flame 
screens  shall  consist  of  a  single  screen  of 
corrosion  resistant  wire  of  at  least  SO 
x  30  mesh.  The  Same  screens  or  flame 
arresters  shall  be  of  such  size  and  design 
as  to  prevent  reduction  in  the  net  cross- 
sectional  area  of  the  vent  pipe  and  per¬ 
mit  cleaning  or  renewal  of  the  flame 
screens  or  arrester  elements. 

§  182.20—40  Diesel  fuel  supply  piping. 

(a>  Material  and  workmanship,  (l) 
Fuel  supply  piping  shall  be  of  copper, 
nickel  copper,  or  copper  nickel  having  a 
minimum  wall  thickness  of  0.035  inch  ex¬ 
cept  that  piping  of  other  materials  such 
as  seamless  steel  pipe  or  tubing  which 
provides  equivalent  safety  may  be  used. 

<  2 )  Flexible  hose  may  be  used  provided 
it  is  fitted  with  suitable  connection  fit¬ 
tings  and  has  high  resistance  to  salt¬ 
water,  petroleum  oils  and  vibration. 

(1)  Flexible  hose  runs  shall  be  visible, 
easily  accessible  and  shall  not  penetrate 
watertight  bulkheads. 

(il>  Flexible  hose  shall  be  fabricated 
with  an  inner  tube  and  a  cover  of  syn¬ 
thetic  rubber  or  other  suitable  material 
reinforced  with  wire  braid.  The  hose 
cover  shall  be  adjudged  self -extinguish¬ 
ing  per  ASTM  D1692.  and  the  hose  as¬ 
sembly  be  capable  of  withstanding  free 
burning  gasoline  for  2  >4  minutes  (test 
details  available  from  Coast  Guard 
(MMT)).  Details  of  other  fire  tests  de¬ 
signed  to  demonstrate  this  capability 
shall  be  submitted  to  Coast  Guard 
(MMT)  for  review. 

(3)  Tubing  connections  and  fittings 
shall  be  drawn  or  forged  metal  of  the 
flared  type  except  that  flareless  fittings 
of  the  nonbite  type  may  be  used  when 
the  tubing  is  steel,  nickel-copper,  or  cop¬ 
per  nickel.  When  making  flared  tube  con¬ 
nections  the  tubing  shall  be  cut  square 
and  flared  by  suitable  tools.  Tube  ends 
shall  be  annealed  before  flaring. 

(4)  Cocks  are  prohibited  for  use  in 
fuel  lines  except  those  of  the  solid  bottom 
type  with  tapered  plugs  and  union 
bonnets. 

(b)  Installation.  (1)  The  fuel  supply 
line  may  be  connected  to  the  fuel  tank  at 
or  near  the  bottom  of  the  tank. 

(2)  Fuel  lines  shall  be  accessible,  pro¬ 
tected  from  mechanical  Injury,  and  ef¬ 
fectively  secured  against  excessive  move- 
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ment  and  vibration  by  the  use  of  soft 
non-ferrous  metal  straps  with  no  sharp 
edges.  Where  passing  .through  bulk¬ 
heads.  fuel  lines  shall  be  protected  by 
close  fitting  ferrules  or  stuffing  boxes. 

(3)  Shutoff  valves.  Installed  so  as  to 
dose  against  the  fuel  flow,  shall  be  fitted 
In  the  fud  supply  lines,  one  at  the  tank 
connection  and  one  at  the  engine  end  of 
the  fuel  line  to  stop  fuel  flow  when 
servicing  accessories.  The  shutoff  valve 
at  the  tank  shall  be  operable  from  out¬ 
side  the  compartment,  preferably 
from  an  accessible  position  on  the 
weather  deck. 

(4)  A  loop  of  tubing  or  a  short  length 
of  flexible  hose  shall  be  Installed  in  the 
fuel  supply  line  at  or  near  the  engines. 
Such  flexible  hose  shall  be  provided  with 
suitable  connection  fittings  and  shall 
have  a  high  resistance  to  salt  water, 
petroleum  oils,  heat  and  vibration. 

(6)  A  suitable  marine  type  strainer 
shall  be  fitted  in  the  fuel  supply  line  in 
the  engine  compartment.  No  special 
fuel  strainers  other  than  those  recom¬ 
mended  or  furnished  by  the  engine 
manufacturer  will  be  required.  Drip 
pans  fitted  with  flame  screens  may  be 
required  under  fuel  strainers  other  than 
those  mounted  on  the  engine. 

(6)  All  accessories  installed  in  the 
fuel  line  shall  be  Independently  sup¬ 
ported. 

(7)  Valves  for  removing  water  or 
Impurities  from  fud  in  watertraps  or 
strainers  will  be  permitted.  Such  valves 
shall  be  provided  with  caps  or  plugs  to 
prevent  fuel  leakage. 

(BO  OAO.  188)  |  CO  TO  00-64.  38  Pit.  8SS3. 
Sept.  38.  1900,  as  amended  by  COTO  »«, 
S3  TO  19911,  Dec.  18,  1908;  COD  73-306R, 
38  TO  17330.  June  39. 1973] 

g  182.20-45  Ventilation  of  romps  rt- 
menti  containing  diesel  marhinery. 

(a)  Spaces  containing  machinery 
shall  be  fitted  with  adequate  drlpproof 
ventilators,  trunks,  louvers,  etc.,  to  pro¬ 
vide  sufficient  air  for  proper  operation 
of  main  engines  and  auxiliary  engines. 

(b>  Air-cooled  propulsion  and  aux¬ 
iliary  engines  installed  below  deck  as 
permitted  by  §  182.20-10  shall  be  fitted 
with  air  Intake  ducts  or  piping  from  the 
weather  deck.  The  ducts  or  piping 
shall  be  so  arranged  and  supported  to 
be  capable  of  safely  sustaining  stresses 
Induced  by  weight  and  engine  vibration 
and  to  minimize  transfer  of  vibration 
to  the  supporting  structure.  Prior  to 
Installation  of  ventilation  for  such 


engines,  plans  or  sketches  showing 
machinery  arrangement  Including  air 
intakes,  exhaust  stack,  method  of  attach¬ 
ment  of  ventilation  ducts  to  the  engine, 
location  of  spark  arresting  mufflers  and 
capacity  of  ventilation  blowers  shall  be 
submitted  to  the  Commandant  for 
approval. 

(c)  Spaces  containing  machinery 
shall  be  fitted  with  at  least  two  ducts  to 
furnish  natural  or  mechanical  supply 
and  exhaust  ventilation.  One  duct  shall 
extend  to  a  point  near  the  bottom  of 
the  compartment,  so  installed  that  the 
ordinary  collection  of  water  In  the  bilge 
will  not  trap  the  duct.  Where  forced 
ventilation  is  installed,  the  duct  ex¬ 
tending  near  the  bottom  shall  be  the 
exhaust.  The  total  inlet  area  and  the 
total  outlet  area  of  ventilation  ducts 
shall  each  be  not  less  than  one  square 
Inch  for  each  foot  of  beam  of  the  vessel. 
These  minimum  areas  shall  be  increased 
as  necessary  when  such  ducts  are  con¬ 
sidered  as  part  of  the  air  supply  to  the 
engines. 

(d)  All  ducts  shall  be  of  rigid  perma¬ 
nent  construction  of  fire  proof  mate¬ 
rial  and  reasonably  gastight  from  end  to 
end.  The  ducts  shall  lead  as  direct  as 
possible  and  be  properly  fastened  and 
supported. 

(e)  All  supply  ducts  for  ventilation 
purposes  shall  be  provided  with  cowls  or 
scoops  having  a  free  area  not  less  than 
twice  the  required  duct  area.  When  the 
cowls  or  scoops  are  screened,  the  mouth 
area  shall  be  Increased  to  compensate 
for  the  area  of  the  screen  wire. 
Dampers  shall  not  be  fitted  In  the  supply 
ducts.  Cowls  or  scoops  shall  be  kept 
open  at  all  times  except  when  the  stress 
of  weather  is  such  as  to  endanger  the 
vessel  if  the  openings  are  not  tempo¬ 
rarily  closed.  Supply  and  exhaust 
openings  shall  not  be  located  where  the 
natural  flow  of  air  is  unduly  obstructed, 
or  adjacent  to  possible  sources  of  vapor 
ignition,  nor  shall  they  be  so  located 
that  exhaust  air  may  be  taken  into  the 
supply  vents. 

(Secs.  11,  17,  54  Stat.  16S,  as  amended.  166. 
as  amended;  40  UB.O.  630J,  520p)  | cora 
00-64.  3B  Pit.  9333,  8ept.  39,  1900,  as  amended 
by  COPE  08-33,  33  PJt.  8737,  Apr.  13.  1908| 

g  182.20-50  Ventilation  or  venting  of 
compartments  containing  diesel  fuel 
tanks. 

(a)  Except  as  otherwise  provided  in 
this  paragraph  enclosed  compartments 
or  spaces  containing  diesel  fuel  tanks 
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and  no  machinery  shall  be  provided  with 
a  gooseneck  vent  of  not  less  than  2  Mi 
Inches  In  diameter.  Vent  openings  shall 
not  be  located  adjacent  to  possible 
sources  of  vapor  Ignition. 

(1)  In  small  compartments  or  spaces 
a  vent  of  not  less  than  1  Vt  Inches  in  di¬ 
ameter  may  be  provided. 

(2)  Compartments  which  are  ade¬ 
quately  ventilated  need  not  be  provided 
with  such  gooseneck  vents. 

(Secs.  11.  17.  64  Stat.  166,  as  amended,  166, 
as  amended;  46  U.8.C.  626J.  52Sp)  [ CGFR 

60-64,  26  F.R.  9332,  Sept.  29, 1960,  as  amended 
by  CGFR  68-82,  S3  FJt.  6727,  Apr.  12,  1968] 

Subpart  182.25 — Bilge  and  Ballast 
Systems  1 

§  182.25—1  Ceneral. 

(a)  All  vessels  shall  be  provided  with 
a  satisfactory  arrangement  for  draining 
any  watertight  compartment  other  than 
small  buoyancy  compartments,  under  all 
practical  conditions.  Sluice  valves  are 
not  permitted  in  watertight  bulkheads. 

g  182.25-5  Bilge  piping  system. 

(a)  All  vessels  of  26  feet  in  length  and 
over  shall  be  provided  with  Individual 
bilge  lines  and  bilge  suctions  for  each 
watertight  compartment  except  as 
follows: 

(1)  The  space  forward  of  the  collision 
bulkhead  need  not  be  fitted  with  a  bilge 
suction  line  when  the  arrangement  of 
the  vessel  is  such  that  ordinary  leakage 
may  be  removed  from  this  compartment 
by  the  use  of  a  hand  portable  bilge  pump 
or  other  equipment  and  such  equipment 
Is  provided. 

>  CQFB  61-18,  26  FJl.  8927.  May  8,  1961. 


(b)  The  bilge  pipe  In  “8"  vessels  shall 
be  not  less  than  one  inch  nominal  pipe 
size,  and  in  *'L”  vessels  not  less  than  one 
and  one-half  inches.  The  bilge  suctions 
shall  be  fitted  with  suitable  strainers 
having  an  open  area  not  less  than  three 
times  the  area  of  the  bilge  pipe. 

(c)  The  individual  bilge  suction  lines 
shall  be  led  to  a  central  control  point 
or  manifold.  Each  line  shall  be  pro¬ 
vided  with  a  stop  valve  at  the  control 
point  or  manifold  and  in  addition  shall 
be  provided  with  a  check  valve  at  some 
accessible  point  In  the  bilge  line.  A 
stop-check  valve  located  at  the  control 
point  or  manifold  will  meet  the  require¬ 
ments  for  both  a  stop  valve  and  a  check 
valve. 

(d)  The  bilge  pipe  piercing  the  colli¬ 
sion  bulkhead  shall  be  fitted  with  a 
screw-down  valve  located  on  the  for¬ 
ward  side  of  the  collision  bulkhead  and 
operable  from  above  the  weather  deck. 
In  lieu  thereof,  a  screw-down  valve  with¬ 
out  a  reach  rod  may  be  fitted  to  the  bilge 
line  on  the  after  side  of  the  collision 
bulkhead  If  It  is  readily  accessible  under 
service  conditions. 

[CGFR  60-64,  25  FR  9332.  Sept.  29.  1960.  as 
amended  by  CGFR  63-40.  28  FR  9741,  Sept.  6, 

1963] 

§  182.25—10  Bilge  pumps. 

(a>  S  and  L.  All  vessels  shall  be  pro¬ 
vided  with  bilge  pumps  In  accordance 
with  Table  182.25-10(a>. 

(b)  5.  The  fixed  power  bilge  pump 
shall  be  self-priming  and  may  be  driven 
off  the  main  engine  or  other  source  of 
power.  It  shall  be  permanently  con¬ 
nected  to  the  bilge  main  and  may  also 
b*»  connected  to  the  fire  main.  If  of 


Tnu  182.»-10{») 


Vumber  of  paesengere 

Length  of  reeael 

Bilge  pumps  required 

Minimum 
ca  parity 
required 
(gallons  per 
minute) 

•'  L”  vessel*  (an  y  number  of  passengers) . 

Over  U  feet _ 

M  OPM 

“B"  vessels  carrying  mora  than  49  paiaengerg 
and  all  "8”  ferry  vasaela. 

|1  Bred  power  pump _ 

<  and 

25  OPM 

t  OPM 

10  OPM 

“0-  vessels  other  than  ferry  ravels,  carrying 
not  more  than  49  paaengen. 

and 

1  OPM 

1  flied  band  pump _ 

and 

1  portable  hand  pump 

10  OPM 

(  OPM 

1  portable  band  pump - 

(  OPM 

i 
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sufficient  capacity  the  power  bilge  pump  unit,  or  where  a  rudder  and  tiller  is  tbs 


may  also  serve  as  a  fire  pump. 

(c)  L.  The  two  required  fixed  power 
bilge  pumps  shall  be  sell-priming  and 
shall  each  be  driven  by  different  sources 
of  power.  If  one  pump  is  driven  off  the 
main  engine  in  a  single  propulsion  engine 
Installation,  the  other  shall  be  independ¬ 
ently  driven.  In  a  twin  engine  Instal¬ 
lation,  each  pump  may  be  driven  off  a 
main  propulsion  engine.  The  pumps 
shall  be  permanently  connected  to  the 
bilge  main  and  may  also  be  connected  to 
the  fire  main. 

(d)  S  and  L.  The  fixed  hand  bilge 
pump  shall  be  permanently  connected  to 
the  bilge  main  and  may  also  be  connected 
to  the  fire  main. 

(e)  SandL.  The  portable  hand  bilge 
pump  shall  be  provided  with  suitable 
hoses  for  pumping  bilges  on  the  suction 
and  discharge  ends.  This  pump  may 
also  serve  as  a  portable  fire  pump  if  it 
is  of  sufficient  capacity. 

[COFR  83—40,  38  FJR.  0741,  Sept.  6,  1068) 

§  182.25—15  Ballast  systems. 

(a)  For  all  vessels  contracted  for  on 
or  after  January  1,  1962,  ballast  piping 
shall  not  be  installed  to  any  hull  com¬ 
partment  of  a  wooden  vessel.  Where  the 
carriage  of  liquid  ballast  in  such  vessels 
is  necessary,  suitable  ballast  tanks,  struc¬ 
turally  independent  of  the  hull,  shall  be 
provided. 

(b)  For  all  vessels  contracted  for  prior 
to  January  1,  1962,  ballast  systems  shall 
meet  the  requirements  of  this  section  in¬ 
sofar  as  deemed  reasonable  and  prac¬ 
ticable  by  the  Officer  In  Charge,  Marine 
Inspection. 

[COFR  81-13,  38  TJR.  8837,  Kay  8,  1881 J 
Subpart  182.30 — Steering  Apparatus 
§  182.30-1  Main  steering  apparatus. 

(a)  All  vessels  except  non-self-pro¬ 
pelled  vessels  shall  be  provided  with  suit¬ 
able  steering  apparatus. 

6  182.30—5  Auxiliary  ateering  appara¬ 
tus. 

(a)  Except  as  further  modified  in  this 
section,  all  single  screw  vessels  in  ocean 
and  coastwise  service  shall  be  provided 
with  an  auxiliary  steering  arrangement 
located  above  the  weather  deck.  A  suit¬ 
able  band  tiller  will  be  acceptable  for 
this  purpose. 

(b)  Auxiliary  steering  will  not  be 
required  where  no  regular  rudder  Is 
fitted  and  steering  action  Is  obtained  by 
a  change  of  setting  of  the  propelling 


normal  means  of  steering. 

Subpart  182.35 — Separation  of  Ma¬ 
chinery  and  Fuel  Tank  Spaces  From 

Accommodation  Spaces 
§  182.35-1  Bulkheads. 

(a)  Except  as  otherwise  provided  in 
this  section,  machinery  and  fuel  tank 
spaces  shall  be  separated  from  accom¬ 
modation  spaces  by  watertight  and/or 
vapor  tight  bulkheads  of  double  diagonal 
wood,  marine  plywood,  steel  plate,  or 
equivalent  construction. 

(b)  Where  segregation  can  be  ob¬ 
tained  by  means  of  a  watertight  and/or 
vapor  tight  engine  box,  this  will  be  ac¬ 
cepted  as  a  substitute  for  the  required 
bulkheads. 

Subpart  182.40— Nonmetallic  Piping 
Materials 

Souses:  The  provisions  of  this  Subpart 
182.40  contained  In  COFR  70-143.  35  FJO. 
18989,  Dec.  30,  1970,  unless  otherwise  noted. 

§  182.40-1  General. 

(a)  Where  rigid  nonmetallic  material 
is  permitted  for  use  In  piping  systems  by 
this  subpart,  the  following  restrictions 
shall  be  adhered  to: 

(1)  Penetrations  of  required  water¬ 
tight  decks  and  bulkheads  by  any  rigid 
plastic  pipe  systems  are  prohibited,  ex¬ 
cept  when: 

(1)  Each  such  penetration  Is  accom¬ 
plished  using  an  acceptable  metallic  fit¬ 
ting,  welded  or  otherwise  attached  to  the 
bulkhead  or  deck  by  an  accepted  method; 
and 

(11)  An  acceptable  metallic  shutoff 
valve  Is  Installed  adjacent  to  the  through 
deck  or  through  bulkhead  fitting.  This 
valve  shall  be  operable  from  above  the 
bulkhead  deck.  If  two  valves  are  In¬ 
stalled,  one  on  either  side  of  the  bulk¬ 
head,  the  valves  need  not  be  operable 
from  above  the  bulkhead  deck  provided 
Immediate  access  to  both  Is  possible. 
Where  both  plastic  and  metallic  pipes  are 
used  In  a  bulkhead  penetrating  system 
and  where  the  two  materials  exist  en¬ 
tirely  on  opposite  sides  of  the  bulkhead, 
the  required  shutoff  valve  «h*n  be  In¬ 
stalled  at  the  bulkhead  in  the  metallic 
part  of  the  system,  and  may  be  locally 
operated  provided  Immediate  access  ts 
possible. 

(2)  Protection  from  mechanical  dam¬ 
age  shall  be  specially  considered.  Pro¬ 
tective  covering  or  shields  shall  be  In- 
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•tailed  to  the  satisfaction  of  the  Officer 
In  Charge,  Marine  Inspection. 

(3)  Through  hull  fittings  and  shutoff 
valves  shall  be  metal.  In  the  case  of  non- 
metalllc  hulls,  materials  which  will  afford 
an  equal  degree  of  safety  and  heat  re¬ 
sistivity  as  that  afforded  by  the  hull  may 
be  approved. 

(4)  The  material  specification  shall 
ahow  that  the  rigid  nonmetalllc  material 
possesses  characteristics  adequate  for  Its 
Intended  service  and  environment  and 
shall  be  approved  for  use  by  the  Officer 
in  Charge,  Marine  Inspection. 

j  182.40-41  Vital  systems. 

(a)  Nonmetalllc  piping  shall  not  be 
used  In  gasoline  and  diesel  fuel  systems 
except  where  permitted  by  182.15-40 
and  182.20-40. 

(b)  Mechanically  propelled  "8"  vessels 
which  are  ferry  vessels  or  which  carry 
more  than  49  passengers  and  mechani¬ 
cally  propelled  “L”  vessels  shall  comply 
with  the  provisions  of  Subchapter  P  of 
this  chapter.  Rigid  nonmetalllc  materials 
are  acceptable  for  use  In  bilge,  ballast 
and  machinery  connected  piping  systems 
on  all  other  vessels. 

g  182.40-10  Non-vi lal  systems. 

(a)  Rigid  nonmetalllc  materials  are 
acceptable  for  use  In  non-vital  piping 
systems. 

PART  183— ELECTRICAL 
INSTALLATION 

Subport  113.01 — Application  and  Intunt 

See. 

188  01-1  Application. 

183.01-6  Intent. 

183.01-10  Special  consideration  tar  vital 
system*. 

188.01-18  General  standard*  and  require¬ 
ments. 


Subport  113.05 — Electrical  Intiallatloni  Operat¬ 
ing  al  Potentiate  of  Leu  Than  50  Volti 


183.08-1  Application. 

188.08-8  Name  platea  (leas  than  60  volte) . 
188.08-10  Genera  ton  and  motors  (lew  than 
80  volts) . 

188.08-18  Switchboard*  (law  than  80  volts) . 
188.08-30  Batteries  (lew  than  80  volts). 
188.06-36  Hadlo-phone  equipment  (law 
than  50  volts). 


Sec. 

183.05-30 

183.06-36 

183.08-10 

183.05-45 

188.08-50 


Circuit  breakers  (lew  than  88 
volte) . 

Accessories  (lew  than  50  volts) . 

Ignition  wiring  (Installations  lew 
than  50  volts) . 

Lighting  and  power  wiring  else, 
insulation,  etc.  (lew  than  50 
volte) . 

Lighting  and  power  wiring  in¬ 
stallation  (law  than  50  volts). 


Subpart  133.10 — Electrical  Inctallptlont  Operat¬ 
ing  at  Potentials  of  50  Volts  or  Moro 


183.10- 1 

183.10- 5 

183.10- 10 

183.10- 15 
18310-30 

183.10- 35 

183.10- 30 

183.10- 35 

183.10- 40 

183.10- 45 
18310-50 


Application. 

Generators  and  motors  (50  volts 
or  m ors). 

Equipment  protection  and  enclo¬ 
sure  (60  volts  or  mare) . 

Main  distribution  panels  (60 
volts  or  more) . 

Wiring  methods  and  materials 
(50  volts  or  more) . 

Disconnect  switches  and  devlorn 
(50  volts  or  more). 

Distribution  and  circuit  loads  (50 
volts  or  more) . 

Overcurrent  protection,  general 
( 50  volts  or  more) . 

Overcurrent  protection  for  mo¬ 
tors  and  motor  branch  circuits. 

Electric  heating  and  cooking 
equipment  (50  volts  or  mare). 

Shore  power  (50  volte  or  more). 


Authuuti  :  The  provisions  of  this  Pari 
183  Issued  under  R.S.  4406,  as  amended.  4483. 
w  amended,  sec.  3,  TO  Stat.  163.  aeo.  8(b)(1). 
80  Stat.  03ft;  48  08.0.  Sift,  418.  SOOb.  48 
Ujg.C.  1856(b);  48  CPS  1.4(a)(3).  Interpret 
or  apply  &JB.  4417,  w  amended,  4418,  as 
amended,  4436,  w  amended,  4433,  w 

amended,  4453,  a*  amended,  4488,  a* 

amended;  48  U.B.O. 891, 893,  404. 411,  485. 481. 


Souses;  The  provisions  of  this  Part  188 
contained  In  CGPR  60-54.  35  PR.  8338.  Sept. 
39,  I960,  unlew  otherwise  noted. 


Subpart  183.01 — Application  and 
Intent 

§  183.01—1  Application. 

(a)  The  provisions  of  this  part  shall 
apply  to  the  electrical  Installations  on 
all  vessels  contracted  for  on  or  after 
June  1,  1958.  Electrical  installations 
on  vessels  contracted  for  prior  to  that 
date  shall  meet  the  requirements  of  this 
part  Insofar  as  is  deemed  reasonable  and 
practicable  by  the  Officer  in  Charge. 
Marine  Inspection. 


GO 
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6  183.01—5  Intent. 

(a)  This  part  Is  Intended  to  provide 
a  minimum  standard  of  regulations  for 
electrical  Installations  and  equipment 
that  will  result  in  a  vessel  that  Is  reason¬ 
ably  safe  from  fire  caused  by  and/or 
originating  In  electrical  equipment,  and 
reasonably  safe  from  electrical  shock  of 
personnel. 

|  183.01—10  Special  consideration  far 
vital  systems. 

(a)  Electrical  equipment  and  circuits 
which  are  a  necessary  part  of  any  system 
vital  to  the  safe  navigation  of  the  vessel, 
such  as  propulsion  and  steering  systems, 
will  be  given  special  consideration  and 
shall  be  subject  to  certain  additional  re¬ 
quirements  as  determined  by  the  Officer 
in  Charge,  Marine  Inspection.  These 
additional  requirements  are  contained 
in  applicable  regulations  In  Subchapter 
J  (Electrical  Engineering)  of  this 
chapter. 

8  183.01-15  Ceneral  standards  and  re* 

quirrmrnts. 

(a)  All  electrical  Installations  shall  be 
to  the  satisfaction  of  the  Officer  in 
Charge.  Marine  Inspection. 

(b)  The  regulations  contained  In  this 
Part  are  substantially  in  accord  with,  and 
In  general  are  based  upon  established 
codes  and  recognized  marine  standard* 
and  practices.  Certain  of  these  codes 
and  publications  are  referred  to  specifi¬ 
cally  in  some  regulations  In  this  part. 
A  list  of  the  publications  follows: 

(1)  Electrical  Engineering  Regula¬ 
tions.  00-259,  published  by  United 
States  Coast  Guard. 

(2)  Recommended  Practice  for  Elec¬ 
tric  Installations  On  Shipboard,  AIEE 
No.  45,  published  by  American  Institute 
of  Electrical  Engineers,  33  West  Thirty- 
ninth  8treet,  New  York  18,  N.Y. 

(3)  National  Electrical  Code,  pub¬ 
lished  by  National  Fire  Protection  Asso¬ 
ciation,  60  Batterymarch  Street,  Bos¬ 
ton  10.  Mass. 

(4)  Standard  for  Marine  Type  Elec¬ 
tric  Lighting  Fixtures,  Subject  595,  pub¬ 
lished  by  Underwriters’  Laboratories, 
Inc.,  207  East  Ohio  Street,  Chicago  11, 
HI. 

(5)  Standard  for  Commercial  Elec¬ 
tric  Cooking  Appliances,  published  by 


Underwriters’  Laboratories,  Inc.,  207 
East  Ohio  Street,  Chicago,  Ill.  60611. 

Subpart  183.05 — Electrical  Installa¬ 
tions  Operating  at  Potentials  of 
Less  Than  50  Volts 

§  183.05—1  Application. 

(a)  The  regulations  in  this  Subpart 
apply  to  electrical  installations  operating 
at  potentials  of  less  than  50  volts.  Regu¬ 
lations  covering  electrical  installations  of 
50  volts  or  more  are  contained  in  Sub¬ 
part  183.10  of  this  part. 

§  183.05—5  Name  plates  (less  than  50 
volts). 

(a)  Each  generator,  motor  and  other 
major  items  of  power  equipment  shall 
be  provided  with  a  name  plate  indicating 
the  maker’s  name,  its  rating  in  volts 
and  amperes  or  in  volts  and  watts  and 
when  intended  for  connection  to  a  nor¬ 
mally  grounded  supply,  the  grounding 
polarity. 

§  183.05—10  Generators  and  motors 
(less  than  50  volts). 

(a)  L.  If  both  of  the  required  fixed 
power  bilge  pumps  (Table  182.25-10(a) ) 
are  electrically  driven,  two  generators 
shall  be  provided.  One  of  these  gener¬ 
ators  shall  be  driven  by  a  means  inde¬ 
pendent  of  the  main  propulsion  plant. 

(b)  S  and  L.  Generators  and  motors 
shall  be  placed  in  dry,  accessible  and 
adequately  ventilated  locations. 

(c)  S  and  L.  Independent  generators 
and  motors  should  be  mounted  on  foun¬ 
dations  as  high  as  practicable  above  the 
bilges  to  avoid  damage  by  splash  or  con¬ 
tact  with  low  lying  vapors.  They  shall 
not  be  located  in  low  or  pocketed 
positions. 

(d)  S  and  L.  All  generators  shall  be 
suitably  protected  from  overcurrent  by 
circuit  breakers,  fuses  or  by  an  over¬ 
current  relay. 

(e)  S  and  L.  Overcurrent  protection 
of  a  third  brush  type  generator  shall 
open  the  field  circuit. 

(f)  S  and  L.  An  emergency  switch 
shall  be  provided  in  the  normally  un¬ 
grounded  main  supply  conductor  from 
the  battery  and  located  as  closely  as 
practicable  to  the  supply  battery. 

(CGFR  63-40,  28  FR  9741,  Sept.  6,  1963] 
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|  183.05-15  Switchboard*  (lew  then  50 
volts). 

(a)  Switchboards  shall  be  placed  In 
dry,  accessible  and  adequately  ventilated 
locations  preferably  outside  the  engine 
compartment.  The  switchboard  shall 
be  adequately  protected  and  provision 
snail  be  made  for  access  thereto.  All 
uninsulated  current  carrying  parts 
shall  be  mounted  on  nonabsorbent,  non- 
combustible,  high  dielectric  insulating 
material. 

(b)  Totally  enclosed  switchboards  of 
the  dead  front  type  shall  be  used 
whenever  they  are  accessible  to  passen¬ 
gers  . 

(c)  Each  ungrounded  conductor  of 
circuit  supplying  lights,  motors  or  ap¬ 
pliances  shall  be  equipped  with  a  circuit 
breaker  or  switch  and  fuses  at  the  point 
of  attachment  to  the  power  source.  This 
applies  also  to  added  circuits. 

(d)  Switches  other  than  those  mount¬ 
ed  on  the  switchboard  shall  be  of  the 
enclosed  type. 

(e)  If  the  storage  battery  Is  not  in  the 
same  compartment  and  adjacent  to  the 
panel  or  box  which  distributes  power  to 
the  various  lighting,  motor  and  appli¬ 
ance  branch  circuits  the  storage  battery 
lead  shall  be  fused  close  to  the  battery. 

fi  183.05-20  Batteries  (lew  than  50 
volt*). 

(a)  Batteries  shall  be  so  located  that 
the  gas  generated  In  charging  will  be 
easily  dissipated  by  natural  or  Induced 
ventilation.  Batteries  should  not  be 
located  in  the  same  compartment  with 
a  gasoline  tank  or  gasoline  engine,  but 
where  location  elsewhere  is  impracti¬ 
cable,  they  shall  be  effectively  screened 
by  a  cage  or  similar  structure  to  mini¬ 
mize  the  danger  of  accidental  spark 
through  dropping  a  metal  object  across 
terminals. 

(b)  Batteries  shall  be  located  as  high 
above  the  bilge  as  practicable  and  secured 
against  shifting  with  motion  of  the 
boat.  They  shall  be  accessible  with  not 
less  than  10  Inches  head  room. 

(c)  Battery  terminals  shall  be  of  the 
soldered  type  and  all  connections  shall 
be  made  to  the  battery  terminals  with 
permanent  type  connectors.  Spring  clips 


or  other  temporary  type  clampe  are  not 
permitted. 

(d)  Acid  batteries  shall  be  located  in 
a  tray  of  lead  or  other  suitable  material 
resistant  to  deteriorating  action  by  the 
electrolyte. 

(e)  Alkaline  batteries  employing 
metal  containers  shall  be  mounted  on 
suitable  Insulating  support  and  shall  be 
prevented  from  coining  in  contact  with 
other  metal  which  may  result  in  a  short 
circuit. 

(f)  A  battery  charger  Intended  for 
connection  to  a  commercial  supply 
voltage  shall  employ  a  transformer  of 
the  Isolating  type.  An  ammeter  that  is 
readily  visible  shall  be  included  in  the 
battery  charger  circuit. 

(g)  A  voltage  dropping  resistor  pro¬ 
vided  for  charging  a  battery  shall  be 
mounted  in  a  suitable  ventilated  non- 
combustible  enclosure,  so  Installed  as  to 
prevent  hazardous  temperatures  at 
adjacent  combustible  materials. 

g  183.05—25  Radio-phone  equipment 
(les*  than  50  volts). 

(a)  A  separate  circuit,  fused  at  the 
main  distribution  panel  shall  be  pro¬ 
vided  for  each  radio-phone  installation. 

(b)  The  supply  cable  to  the  radio¬ 
phone  installation  shall  be  large  enough 
to  carry  the  current  under  any  condition 
of  normal  operation. 

§  183.05-30  Circuit  breakers  (less  than 
50  volts). 

(a)  Circuit  breakers,  of  the  proper 
voltage  rating,  shall  be  of  the  manually 
reset  type  designed  for  inverse  time  de¬ 
lay,  Instantaneous  short  circuit  protec¬ 
tion  and  capable  of  repeatedly  opening 
the  circuit  In  which  It  Is  to  be  used  with¬ 
out  damage  to  the  circuit  breaker. 

g  183.05-35  Accessories  (lew  than  50 
volts). 

(a)  Accessories,  such  as  switches, 
fuses,  and  sockets,  shall  be  standard 
National  Electrical  Code  types  for  the 
loads  to  be  carried  and  shall  be  of  types 
listed  by,  or  types  equal  to  those  listed 
by  Underwriters’  Laboratories,  Inc.,  or 
other  recognized  testing  laboratory. 

<b)  All  lights,  receptacles  and  switch¬ 
es  exposed  to  the  weather  shall  be  water- 
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tight  and  on  vessels  operating  In  salt 
water,  shall  be  constructed  of  corrosion- 
resistant  material 

g  183.05—40  Ignition  wiring  (installa¬ 
tions  less  than  50  rolls). 

(a)  Ignition  wiring  as  supplied  or 
recommended  by  engine  manufacturers 
Is  generally  acceptable. 

g  183.05-45  Lighting  and  power  wiring 
size,  insulation,  etc.  (less  than  50 
volts) . 

(a)  Wiring  sizes  for  lighting  and 

power  shall  be  In  accordance  with  Table 
183.05-45  (a). 

(b)  As  a  precaution  against  rupture 
by  vibration,  all  conductors  shall  be  of 
the  stranded  type,  except  where  type  MI 
cable  Is  employed,  and  no  conductor 
smaller  than  No.  14  A.W.O.  shall  be  used 
except  for  short  fixture  leads  or  inter¬ 
communication  wiring  as  set  forth  In 
paragraph  (k)  of  this  section. 

Table  l*3.09-49(a). — Allowable  CtrasENT— Cissrufo 
Capacities  of  Conductors  Babid  on  Room  Tem¬ 
perature  OF  30°  C.,  86*  F. 

[Bee  National  Electrical  Code  for  other  sizes] 


Capacity  of  wire 

Site  cate 

No. 

A.W.O. 

Area  In  cir¬ 
cular  mill 

Rubber  In¬ 
sulated 
types  R, 
RW,  RtJ 
(slice  12-6)— 
Thermo¬ 
plastic  In¬ 
sulated  types 
T,  TW  (all 
sites) 

Rubber  In¬ 
sulated  type 
HH 

14 . 

4,107 

Amperet 

19 

Amptru 

15 

12 . 

6, 530 

20 

30 

10 . 

10,380 

30 

30 

16,510 

40 

46 

26, 250 

65 

69 

41,740 

70 

85 

62,630 

80 

100 

66,  3?0 

95 

116 

83,990 

110 

130 

Note:  (1)  The  carrent-carryinit  capacities  listed  In 
this  table  are  for  1-,  2-,  and  3-oonductor  cables:  80  percent 
of  the*  capacities  must  be  used  for  4-,  and  6-conductor 
sables,  ana  70  percent  for  7-,  8-,  and  ^conductor  cablet. 

(2)  The  allowable  current  -carry  in*  capacities  In  thli 
table  are  based  on  temperature  alone  and  do  not  take 
▼o  It  age  drop  into  consideration. 

(c)  Table  183.05-46(0  indicates  tbs 
size  of  conductor  required  for  corre¬ 
sponding  lengths  and  steady  stats 
(stable)  values  to  obtain  a  voltage  drop 


of  not  more  than  10  percent  at  'he  load 
terminals  of  a  two  conductor  circuit. 

Taels  183.05-^ 15(c)— Conductor  Siues  fob 
Amperes'— Lengths 


Lenjrtb  of  conductor  In  feet  from  scares 
of  current  to  most  distant  fixture 


Total  current 
on  circuit, 
ampere* 

10 

19 

20 

" 

25 

SO 

29 

40 

46 

90 

55 

m 

6  Tolls,  2- wire— 10  percent  drop 
wire  sixes  (A.W.O.) 

5 . . 

14 

14 

14 

12 

12 

12 

10 

10 

10 

10 

10 . 

14 

12 

10 

10 

8 

8 

S 

8 

6 

6 

15 . 

12 

H> 

8 

8 

8 

6 

6 

6 

4 

4 

20 . 

10 

8 

8 

6 

6 

6 

4 

4 

4 

4 

25 . 

10 

8 

6 

6 

4 

4 

4 

4 

3 

t 

12  volts,  2-vrlre— 10  percent  drop 

wire  sizes  (A.W.O.) 

6 . 

14 

14 

14 

14 

14 

14 

14 

14 

12 

12 

12 

10 . 

14 

14 

14 

12 

12 

12 

10 

10 

10 

10 

15 . 

14 

14 

12 

10 

10 

10 

8 

8 

8 

8 

20 . 

12 

12 

10 

10 

8 

8 

8 

8 

« 

6 

25 . 

10 

10 

10 

8 

8 

8 

e 

6 

1 

* 

Other  values  can  be  computed  by  means 
of  the  following  formula: 

K  x  1 X  L  (_  x  2  for  two-wire  droutt) 

w>*— — — - g - •  (*> 

Where: 

em  =  Clrcular-mtl  area  of  conductor. 

K**  10.75  (a  constant  representing  the  mil- 
foot  resistance  of  copper) . 

/s*  Load  current.  In  amperes. 

Lm  Length  of  conductor  from  center  o t 
distribution.  In  feet. 

*«  Voltage  drop  at  load.  In  volte. 

(d)  After  computing  the  circular-mil 
area  required,  reference  may  be  made  to 
Table  183.05-45(a)  for  selection  of  the 
required  conductor  gage  size.  When  the 
computed  circular-mil  area  Is  found  to 
be  less  than  any  value  given  In  the  table, 
the  next  larger  size  conductor  shall  be 
used. 

(e)  Light  and  power  conductors  foe 
Interior  wiring  shall  be  insulated  In  ac¬ 
cordance  with  Table  183.05-45(e). 

<f)  Where  desired.  non-metafile 
sheathed  multiple  conductor  cable  may 
be  employed  instead  of  individual 
conductors. 

(g)  Lead  sheathed  unarmored  con¬ 
ductors  and  conductors  armored  with 
spiral  wound  flat  metal  stripping  shall 
not  be  used. 

(h)  Conductors  armored  witu  metallic 
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bosket  weave,  with  or  without  inside 
lead  sheathing,  depending  upon  loca¬ 
tion,  In  accordance  with  the  AXBJB. 
standard  No.  45,  Recommended  Practice 
for  Electrical  Installations  on  Shipboard, 
may  be  used. 

(1)  Where  desired,  metallic  sheathed 
cable  type  MI,  as  defined  in  the  National 


Electrical  Code,  may  be  used.  (This 
standard  may  be  obtained  from  National 
Fire  Protection  Association,  60  Battery- 
march  St..  Boston  10,  Mass.) 

(J)  Conductors,  from  receptacles  to 
fixtures,  shall  be  flexible  cord  in  ac¬ 
cordance  with  Tables  183.05-45(j)  (1) 
and  183.05-45(J)  (2). 


Tablc  183-04-48(1) (l)— Fuiibu  Cords 


Type  letter 1 

Trade 

name 

Size 

A.W.O. 

Number  of 
conductors 

Conductor 

Insulation 

Outer  covering 

Cae 

B . 

Hard  serv¬ 
ice  cord. 

18  to  10 
inclusive 

2  or  more 

Rubber 

thermo¬ 

plastic 

Rubber . 

Pendant  or  portable 
Damp  placet.  Extra 
hard  oaaga. 

SO . 

Oil  resistant  com¬ 
pound. 

ST . 

Thermoplastic. 

■  See  National  Electrical  Code  baaed  by  National  Fire  Protection  Aaaoclatlon,  80  Batterymarch  Street,  Boaton 

10.  Meet. 


(k)  For  intercommunication  wiring, 
rubber  or  thermoplastic  covered  single 
braid  IC  cable,  type  RF-32  (rubber  cov¬ 
ered  fixture  wire— ^2-ln.  installation) 
stranded  and  not  smaller  than  No.  16 
A.W.O.  or  equivalent  shall  be  used.  Com¬ 
mercial  bell  wire  shall  not  be  used. 


Table  183.04-48<J)(2>— Allowable  Cobbest-Cabbt- 
IMQ  CaVAOTT  Of  FLBHBL*  COBO 


Size  A.W.O. 

Amperas 

T 

10 

18 

20 

2 6 

|  183.05-50  Lighting  and  power  wiring 
installation  (less  than  50  volts). 

(a)  Wiring.  (1)  AH  wiring  shall  be 
run  as  high  as  practicable  above  bilges. 

(2)  Wiring,  where  subject  to  mechan¬ 
ical  damage  shall  be  protected  in  accord¬ 
ance  with  the  National  Electrical  Code: 
article  352  for  metal  raceways,  article 
346  for  conduit,  and  article  346  for  me¬ 
tallic  tubing. 

(b)  Wiring  Joints  and  splices.  (1) 
Wiring  Joints  and  splices  shall  be  me¬ 
chanically  secure  and  made  In  junction 
boxes. 

(2)  Unless  a  splice  Is  made  by  an  In¬ 
sulated  pressure  wire  connector  listed  by 
Underwriters’  Laboratories,  Inc.,  it  shall 
be  thoroughly  soldered,  taped  first  with 
rubber  and  then  with  friction  tape,  or 
the  soldered  Joint  shall  be  otherwise 


protected  as  to  provide  an  Insulation 
the  same  as  that  of  the  conductors 
Joined. 

(3)  Where  ends  of  stranded  conduc¬ 
tors  are  to  be  clamped  under  terminal 
screws,  they  shall  be  formed  and  sol¬ 
dered  unless  fitted  with  pressure  termi¬ 
nal  connectors  listed  by  Underwriters” 
Laboratories,  Inc. 

(c)  Conductors.  (1)  Conductors  shall 
be  protected  from  overcurrent  In  accord¬ 
ance  with  their  current-carrying  capac¬ 
ities  as  given  in  Table  183.05-45(a>. 

Worm:  Overcurrant  protection  for  conduc¬ 
tors  Is  provided  for  tha  purpose  of  opening 
the  electric  aircult  U  the  current  reaches 
s  value  which  will  cause  an  excessive  or 
dangerous  temperature  In  the  conductor  or 
conductor  Insulation. 

(2)  The  conductors  supplying  motors 
and  motor  operated  appliances  shall  be 
protected  by  a  separate  overcurrent  de¬ 
vice  which  is  responsive  to  motor  current. 
This  device  shall  be  rated  or  set  at  not 
more  than  125  percent  of  the  motor 
full-load  current  rating. 

(d)  Grounding.  (1)  On  metal  vessels 
the  enclosures  and  frames  of  all  major 
electrical  equipment  shall  be  perma¬ 
nently  grounded  to  the  metal  hull  of  tha 
vessel  by  the  mounting  bolts  or  other 
means.  The  term  "grounded”  in  this 
case  means  that  a  normally  non-current 
carrying  conductor  is  used  to  connect  the 
non-current  carrying  metal  enclosures  or 
frames  of  the  electrical  equipment  to 
any  metal  area  which  Is  electrically  con¬ 
tinuous  with  the  wetted  surface  of  tbs 
metal  hull  (for  example,  a  metal  «n- 
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closure  would  be  considered  as  grounded 
If  It  was  attached  to  a  metal  bulkhead  by 
metal  bolts,  and  If  the  bulkhead  was 
welded  or  bolted  to  a  metal  hull) . 

(2)  On  wooden  vessels,  bonding  to¬ 
gether  of  the  enclosures  and  frames  of 
major  electrical  equipment  to  a  common 
ground  shall  be  effected.  This  means 
that  a  normally  non-current  carrying 
conductor  Is  used  to  connect  the  non- 
current  carrying  metal  enclosures  or 
frames  of  major  electrical  equipment  to 
a  common,  electrically-continuous, 
metal  network  that  takes  the  place  of  a 
metal  hull. 

(3)  For  grounded  systems  the  nega¬ 
tive  polarity  of  the  supply  source  should 
be  grounded  to  the  metal  hull  or,  for 
wooden  vessels,  connected  to  the  com¬ 
mon  ground,  but  shall  not  normally  carry 
eurrent. 

(4)  On  a  wooden  vessel  where  a  ground 
plate  Is  provided  for  radio  equipment  it 
shall  be  connected  to  the  common 
ground. 

(5)  For  grounded  systems,  the  use  of 
hull  return  Is  not  recommended  except 
for  engine  starting  purposes. 

Subpart  183.10 — Electrical  Installa¬ 
tions  Operating  at  Potentials  of  50 

Volts  or  More 

S  183.10-1  Application. 

(a)  The  regulations  In  this  subpart 
apply  to  electrical  Installations  operating 
at  potentials  of  50  volts  or  more.  Regu¬ 
lations  covering  electrical  Installations 
of  leas  than  50  volts  are  contained  In 
Subpart  183.05  of  this  part. 

9  183.10-5  Generators  and  motors  (50 
rolls  or  more). 

(a)  S  and  L.  Each  major  generator 
and  motor  shall  be  fitted  with  a  name¬ 
plate  of  corrosion- resistant  material 
marked  with  the  following  Information 
as  applicable: 

(1)  Name  of  manufacturer. 

(2)  Manufacturer’s  type  and  frame 
designation. 

<3)  Output  In  KW  of  watts  or  horse¬ 
power  rating. 

(4)  Kind  of  rating  (continuous.  In¬ 
termittent,  etc.). 

(5)  Revolutions  per  minute  at  rated 
load. 

(8)  Amperes  at  rated  load. 

(7)  Voltage. 

(8)  Frequency  if  applicable. 

(8)  Number  of  phases,  If  applicable. 


(10)  Type  of  winding  (for  direct- 
current  motors) . 

(b)  L.  If  both  of  the  required  fixed 
power  bilge  pumps  (Table  182.25-10(a)) 
are  electrically  driven,  two  generators 
shall  be  provided.  One  of  these  gener¬ 
ators  shall  be  driven  by  a  means  in¬ 
dependent  of  the  main  propulsion  plant. 

(c)  S  and  L.  Generators  and  motors 
shall  be  mounted  as  high  as  practicable 
above  the  bilges  to  avoid  damage  by 
splash  or  contact  with  low  lying  vapors. 
They  shall  not  be  located  In  low  or 
pocketed  positions. 

(d)  S  and  L.  Generators  and  motors 
for  use  below  decks  shall  be  located  In 
as  dry  a  place  as  practicable. 

(e)  S  and  L.  Motors  for  use  In  loca¬ 
tions  exposed  to  the  weather  shall  be  of 
the  watertight  type  or  shall  be  enclosed 
In  watertight  housings.  The  motor  en¬ 
closure  or  housing  shall  be  provided  with 
a  check  valve  for  drainage  or  a  tapped 
hole  at  the  lowest  part  of  the  frame 
which  will  serve  for  application  of  a 
drain  pipe  or  drain  plug. 

(f)  S  and  L.  Generators  and  motors 
for  use  In  machinery  spaces  shall  gener¬ 
ally  be  designed  for  an  ambient  temper¬ 
ature  of  50*  C.  (122*  F.).  Generators 
and  motors  for  use  in  locations  where  the 
ambient  temperature  will  not  exceed  40* 
C.  (104*  F.)  may  be  designed  for  an 
ambient  temperature  of  40*  C. 

( 1 )  If  It  can  be  substantiated  that  the 
ambient  temperature  In  machinery 
spaces  will  not  exceed  40*  C.  under 
normal  operating  conditions,  the  motors 
and  generators  may  be  designed  for  an 
ambient  temperature  of  40*  C. 

(2)  Generators  and  motors  designed 
for  40*  C.  may  be  used  In  50*  C.  ambient 
locations  provided  the  machines  are  de¬ 
rated  to  80  percent  of  full  load  rating, 
and  the  rating  or  setting  of  the  over- 
current  devices  Is  reduced  accordingly. 
An  additional  nameplate  specifying  the 
derated  capacity  shall  be  provided  for 
each  such  motor  and  generator. 

(g)  5  and  L.  A  voltmeter  and  an  am¬ 
meter  shall  be  provided  that  can  be  used 
for  measuring  voltage  and  current  of 
each  generator  that  is  In  operation.  For 
alternating-current  generators  a  means 
for  measuring  frequency  shall  also  ba 
provided.  Additional  control  equipment 
and  measuring  instruments  shall  be  pro¬ 
vided  as  necessary  to  Insure  satisfactory 
operation  of  the  generator  or  generators. 
[CGFR  63-40,  28  F.R.  9741,  Sept.  6,  1963) 
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S  183.10-10  Equipment  protection  and 
enclosure  (SO  volt*  or  more). 

<e)  Except  as  provided  otherwise  In 
this  subpart,  all  electrical  equipment  In¬ 
cluding  motors,  generators,  controllers, 
distribution  panels,  etc.,  shall  be  drip- 
proof  protected.  Dripproof  protected 
means  that  equipment  and  machinery  la 
so  constructed  or  protected  that  Its  suc¬ 
cessful  operation  is  not  Interfered  with 
when  subjected  to  falling  moisture  or 
dirt,  and  rotating  or  uninsulated  parts 
cannot  be  inadvertently  touched  or  ap¬ 
proached  nearer  than  a  safe  distance  by 
any  person. 

(b)  Equipment  mounted  on  a  hinged 
door  of  an  enclosure  shall  be  constructed 
or  shielded  In  such  a  manner  that  no 
live  parts  of  the  door  mounted  equip¬ 
ment  will  be  exposed  to  accidental  con¬ 
tact  by  a  person  with  the  door  open  and 
the  circuit  energized. 

(c)  Any  cabinet,  panel,  or  box  con¬ 
taining  more  than  one  source  of  poten¬ 
tial  In  excess  of  24  volts  shall  be  fitted 
with  a  permanent  sign  warning  per¬ 
sonnel  of  this  condition  and  identifying 
the  circuits  to  be  disconnected  to  remove 
all  potentials  In  excess  of  24  volts. 

(d)  Distribution  panel  boards  shall  be 
the  safety  type. 

8  183.10-15  Main  distribution  panels 
(50  volts  or  more). 

(a)  The  main  distribution  panel  la 
that  device  to  which  the  generator  leads 
are  connected,  and  from  which  the  elec¬ 
tric  leads  throughout  the  vessel  direct] y 
or  Indirectly  receive  their  electric  power. 

(1)  If  the  main  distribution  panel  Is 
floor  mounted  and  Is  not  dripproof 
protected.  It  1s  considered  to  be  a 
switchboard. 

(b)  Switchboards  shall  be  fitted  with 
drlphoods  and  non-conducting  hand 
rails.  Non-conducting  mats  or  grating 
shall  be  provided  on  deck  In  front  and 
rear  of  switchboards. 

(c)  Adequate  working  space  shall  be 
provided  around  all  main  distribution 
panels  and  switchboards.  Not  less  than 
84"  shall  be  provided  In  front  of  main 
distribution  panels  and  switchboards  and 
not  less  than  18"  shall  be  provided  In 
the  rear  of  switchboards  that  are  accessi¬ 
ble  from  the  rear. 

(d)  Metal  cases  of  Instruments  and 
secondary  windings  of  Instrument  trans¬ 
formers  shall  be  grounded. 

(e>  Main  distribution  panels  shall  be 
placed  In  dry,  accessible,  and  adequately 


ventilated  locations  preferably  outside 
the  engine  compartment.  All  uninsu¬ 
lated  current  carrying  parts  shall  be 
mounted  on  nonabsorbent,  noncombustl- 
ble,  high  dielectric  insulating  material. 

(f)  Main  distribution  panels  shall  be 
of  the  dead  front  type  where  voltage  to 
ground  is  in  excess  of  150  volts  A.C.  or 
250  volts  D.C. 

§  183.10—20  Wiring  methods  and  mate¬ 
rials  (50  volts  or  more). 

(a)  All  wiring  and  cables  shall  be  suit¬ 
able  for  marine  service  and  for  the  par¬ 
ticular  Installation  used.  In  addition — 

(1)  Cable  must  be  constructed  in  ac¬ 
cordance  with  U.S.  Navy  Standards,  In¬ 
stitute  of  Electrical  and  Electronic  En¬ 
gineers  Recommended  Practice  45,  or  be 
a  suitable  commercial  grade  cable,  with 
stranded  conductors,  that  is  Under¬ 
writers  Laboratories  listed  and  rated  for 
at  least  75“  C.  service; 

(2)  Flexible  or  portable  cords  such  as 
SO,  STO,  and  similar  types  cannot  be 
used  for  permanently  installed  wiring; 
and 

(3)  All  commercial  grade  cables  must 
be  specifically  approved  for  each  in¬ 
stallation. 

(b) (1)  Electric  cable  for  installation 
In  damp  or  wet  location  must  be — 

(1)  Impervious  sheathed; 

(li>  Impervious  sheathed  and  ar¬ 
mored; 

(ill)  Reinforced  sheathed  and  ar¬ 
mored; 

(lv)  Lead  and  armored;  or 

(v)  Mineral  insulated  metal  sheathed. 

(2)  The  armor  of  cable  subject  to  salt 
water  or  salt  water  spray  may  be — 

(i>  Bronze;  or 

(11)  Aluminum. 

(3)  The  sheath  of  mineral  Insulated 
metal  sheathed  cable  must  be  seamless 
annealed  copper. 

(c) (1)  Electric  lighting  and  power 
cable  shall  not  be  allowed  to  carry  a  con¬ 
tinuous  current  In  excess  of  the  maxi¬ 
mum  current  capacities  listed  In  Tables 

183.10- 20(0  (1)  and  (2). 

(2)  A  commercial  cable’s  temperature 
rating  other  than  those  listed  In  Table 

183.10- 20<c)  (2)  must  be  current  rated  In 
accordance  with  the  National  Electric 
Code  for  40*  C.  ambient  temperatures. 

(3)  A  Navy  cable  must  be  reted  la 
accordance  with  current  published  Navy 
standards. 
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Table  183  10-20 (c)(1)  IEEE-46  Marine  Cable— Maximum  Curbent-Carrttng  Capacities  po*  Conttnuou* 

Sab  vice  1 


Conductor  sit© 


Currpnt  In  ampere© 

1-oonduclor  2-conductor  3-conductor 


(Circular  mils) 

A.W.O. 

R  or  T 

B  or  V 

AV  or  S 

R  or  T 

B  or  V 

AV  or  S 

RorT 

B  or  V 

AV  or  8 

312, 000 . 

4/0 

284 

350 

3«3 

228 

287 

314 

iwy 

243 

266 

108,  0UU . 

3/0 

245 

308 

337 

197 

262 

275 

175 

211 

'231 

133.000 . 

2/0 

212 

268 

203 

171 

219 

238 

J  53 

184 

2<'l 

106, 000 . 

I/O 

183 

233 

264 

151 

192 

210 

132 

1  GO 

176 

83,  700 . 

1 

157 

200 

219 

131 

167 

183 

lie 

138 

150 

66, 400 . 

2 

136 

172 

188 

113 

146 

168 

101 

120 

131 

62.  6U0 . 

3 

117 

149 

163 

100 

125 

138 

88 

104 

113 

41,700 . 

4 

100 

129 

141 

87 

110 

120 

78 

90 

99 

83.  100 . 

6 

84 

112 

122 

76 

96 

105 

67 

79 

87 

26. 300 . 

6 

74 

97 

107 

66 

84 

91 

68 

69 

74 

20. 800 . 

7 

64 

84 

91 

68 

72 

79 

62 

69 

64 

16.  600 . 

8 

64 

76 

81 

60 

62 

68 

46 

62 

67 

10. 400 . 

10 

40 

65 

60 

38 

47 

52 

34 

40 

43 

6,630 . 

12 

28 

3fl 

39 

26 

30 

33 

25 

26 

29 

4.  110 . 

14 

18 

22 

17  . 

21 

16 

it 

1  The  values  given  in  this  tabl©  are  baaed  upon  an  ambient  temperature  of  4U°C  and  maximum  conductor  tempers 
tur©  of. 

76°C  for  type*  R  (thermosetting  heat  resistant  rubber)  and  T  (thermoplastic  polyvinyl  chloride)  cables; 

86® C  for  type©  B  (thermosetting  high  temperature  rubber)  and  V  (vanished  cloth)  cable*; 

U*C  for  types  S  (silicon©  rubber)  and  AY  (asbestos-varnished  cloth)  cable. 


Table  I83.i0-20(c)(2)*  Commercial  Carle— Maximum 
Currknt-Carrving  Capacities  for  Continuous 
Service— 3  ok  Less  Conductors 


Conductor  sir© 

Current  In  amperes 

Temperature  rating  of 
conductors 

Area  (Circular  mils) 

A.W.O, 

78*  C 

88«C 

and 

90°  C 

212,000 . 

4/0 

202 

211 

168,000 . 

3/0 

176 

189 

133,000 . 

2/0 

1.54 

lb6 

106,000 . 

1/0 

132 

139 

83,700 . 

1 

114 

126 

66.400 . 

2 

101 

m 

62,600 . 

3 

88 

94 

41.700 . 

4 

76 

81 

16.300.  . . 

6 

67 

63 

16,600 .  . 

8 

40 

45 

10,400 . 

10 

26 

36 

8,530 . 

12 

18 

27 

*.11*. . 

14 

13 

22 

*  Extracted  from  the  National  Electric  Code. 


<d)  All  wiring  shall  be  run  as  high  as 
practicable  above  bilges. 

(e)  All  cables  Installed  where  particu¬ 
larly  liable  to  damage  such  as  locations 
In  way  of  doors,  batches,  etc.,  shall  be 
specially  protected  by  removable  metal 
coverings,  angle  Irons,  pipe,  or  other 
equivalent  means.  All  such  metallic 
coverings  are  to  be  electrically  continu¬ 
ous  and  effectively  grounded  to  the  metal 
hull  or  common  ground,  and  all  such 
coverings  such  as  pipe  which  may  trap 
moisture  shall  be  provided  with  holes 
for  drainage.  Where  cable  protection 
is  carried  through  watertight  decks  or 


bulkheads,  the  Installation  shall  be  such 
that  will  insure  the  watertight  Integrity 
of  the  structure. 

(f)  Cables  entering  boxes  or  fittings 
shall  be  protected  from  abrasion,  and 
shall  conform  with  the  following  re¬ 
quirements  : 

(1)  Openings  through  which  conduc¬ 
tors  enter  shall  be  adequately  closed. 

(2)  The  cable  armor  shall  be  secured 
to  the  box  or  fitting. 

(S>  In  damp  or  wet  locations,  the 
cable  entrance  shall  be  watertight. 

(g)  The  enclosures  of  all  equipment 
shall  be  permanently  grounded  to  the 
metal  hull  of  the  vessel  by  the  mounting 
bolts  or  other  means.  The  term 
"grounded"  In  this  case  means  that  a 
normally  non-current  carrying  con¬ 
ductor  is  used  to  connect  the  non-current 
carrying  metal  enclosure#  of  electrical 
equipment  to  any  metal  area  which  Is 
electrically  continuous  with  the  wetted 
surface  of  the  metal  hull  (for  example, 
a  metal  enclosure  would  be  considered  as 
grounded  If  it  was  attached  to  a  metal 
bulkhead  by  metal  bolts,  and  If  the  bulk¬ 
head  was  welded  or  bolted  to  a  metal 
hull).  On  a  wooden  vessel,  bonding  to¬ 
gether  of  the  enclosures  to  a  common 
ground  shall  be  effected.  This  means 
that  a  normally  non-current  carrying 
conductor  Is  used  to  connect  the  non- 
current  carrying  metal  enclosures  of 
electrical  equipment  to  a  common,  eleo- 
trically-conttnuous,  metal  network  that 
takes  the  place  of  a  metal  hull. 
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(1)  On  a  wooden  Teasel  where  a 
ground  plate  la  provided  for  radio  equip¬ 
ment  It  shall  be  connected  to  this  com¬ 
mon  ground. 

(2)  When  a  vessel  Is  connected  to 
shore  power,  a  bonding  cable  may  be  used 
to  connect  the  metal  hull  or  on  wooden 
vessels  the  common  ground,  to  shore 
ground. 

(h)  Each  lead  covered  cable  and  each 
armored  cable  Is  to  have  the  metallic 
covering  electrically  and  mechanically 
continuous  and  grounded  to  the  metal 
hull,  or  on  wooden  vessels,  bonded  to 
the  common  ground  provided  by  para¬ 
graph  (g)  of  this  section,  at  each  end  of 
the  run,  except  that  final  sub-circuits 
may  be  grounded  at  the  supply  end  only. 

(I)  All  equipment.  Including  switches, 
fuses,  lampholders,  etc.,  shall  be  of  a 
type  designed  for  the  potential  Involved 
and  so  Identified. 

(J)  Junction  boxes,  connection  boxes, 
and  outlet  boxes,  chall  have  an  Internal 
depth  of  at  least  1 Y2  Inches,  except  that 
when  a  box  Is  Incorporated  In  a  fixture 
the  depth  may  be  decreased  to  not  less 
then  1  Inch  provided  the  volume  of  the 
box  Is  not  less  than  20  cubic  Inches.  The 
free  space  within  such  boxes  for  each 
conductor,  not  counting  fixture  wires, 
shall  not  be  less  than  that  given  in  Table 
183.10-20(J) .  Table  183.10-20(1  >  applies 
where  no  fittings  or  devices,  such  as  cable 
clamps,  hie  keys,  switches  or  receptacles 
are  contained  In  the  box.  Where  one  or 
more  such  devices  are  contained  In  the 
box.  each  such  device  shall  count  as  one 
conductor.  Each  conductor  terminated 
In  the  box  is  counted  as  one  conductor. 


Table  18S.!0-20(J) 


A.W.O.  sin  of  conductor  No. 

Free  space  for 
each  conductor 
In  boi  cublo 
locoes 

14 . 

2  0 

13 . 

2.  25 

10 . 

2  50 

1 . 

so 

(k)  Junction  boxes,  connection  boxes, 
and  outlet  boxes,  for  use  In  damp  or 
wet  locations  shall  be  of  watertight 
construction. 

(l)  Lighting  fixtures  shall  be  con¬ 
structed  In  accordance  with  the  require¬ 
ments  of  Underwriters’  Laboratories, 
Inc.  Standard  for  Marine  Type  Electric 
Lighting  Fixtures,  Subject  685,  or  shall 
bear  the  proper  Underwriters’  Labora¬ 
tories,  Inc.  "Marine  Type”  label,  or  shall 


be  constructed  in  accordance  with  the 
requirements  of  other  recognized  test¬ 
ing  laboratories. 

<m>  A  separate  circuit,  fused  at  the 
main  distribution  panel  shall  be  provided 
for  each  radiophone  installation. 

'ni  Knife  switches  shall  be  so  placed 
or  designed  that  gravity  or  vibration  will 
not  tend  to  close  them.  Knife  switches, 
unless  of  the  double  throw  type,  shall 
be  connected  so  that  the  blades  are  dead 
when  the  switch  is  in  the  open  position. 
Circuits  shall  be  connected  to  the  fuse 
end  of  switches  and  to  the  coil  end  of 
circuit  breakers,  except  that  generator 
leads  or  incoming  feeders  may  be  con¬ 
nected  to  either  end  of  circuit  breakers. 

101  Receptacle  outlets  and  attach¬ 
ment  plugs  for  the  attachment  of  port¬ 
able  lamps,  tools,  and  similar  appara¬ 
tus  supplies  as  ship’s  equiment  and 
operating  at  100  volts  or  more,  shall 
provide  a  grounding  pole  and  a  ground¬ 
ing  conductor  in  the  portable  cord,  to 
ground  the  non-current  carrying  metal 
parts  of  the  portable  apparatus.  Port¬ 
able  apparatus  shall  be  deemed  to  be 
any  apparatus  served  by  means  of  a 
flexible  extension  cord,  whether  the 
apparatus  is  permanently  mounted  or 
not. 

'li  Receptacle  outlets  of  the  type 
providing  a  grounded  pole  shall  be  of 
a  distinctive  design  that  will  not  permit 
the  dead  metal  parts  of  portable  appa¬ 
ratus  to  be  connected  to  a  live  conductor. 
(46  U.S.C.  391a.  489.  390h)  [CGFR.  60-54, 
25  P  R,  9338.  Sept  29.  1960.  as  amended  by 
CGFR  72-35,  37  F.R.  4962.  Mar.  8.  1972] 

§  183.10— 25  Risronncct  switches  and 
devices  (30  volts  or  more). 

(a)  Externally  operable  switches  or 
circuit  breakers  shall  be  provided  for 
motor  and  controller  circuits  and  shall 
open  all  conductors  of  the  circuit. 

(1)  If  the  disconnect  means  is  not 
within  sight  of  the  equipment  which 
the  circuit  supplies  and  is  at  a  location 
accessible  to  passengers,  means  shall  be 
provided  for  locking  the  disconnect 
device  in  the  "open”  position. 

(2)  For  circuits  protected  by  fuses, 
the  disconnect  switch  required  for  fuses 
in  §  183. 10-35  (b)  will  be  considered  as 
adequate  for  disconnecting  the  circuit 
from  the  supply. 

(3)  The  disconnect  means  may  be 
in  the  same  enclosure  with  motor 
controllers. 

(b)  Disconnect  means  shall  be  pro¬ 
vided  to  open  all  conductors  of  generator 
and  shore  power  cables. 
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(2)  All  circuits  are  to  be  completely 
metallic  and  hull  return  shall  not  be 
used 

(3)  The  shore  power  sources  may  be 
either  ungrounded  or  grounded. 

(b)  The  connected  load  on  a  lighting 
branch  circuit  shall  not  exceed  880  watts, 
computed  on  the  basis  of  the  lamp  sizes 
to  be  Installed,  but  In  no  case  less  than 
60  watts  per  outlet.  Circuits  supplying 
electrical  discharge  lamps  shall  be  com¬ 
puted  on  the  basis  of  ballast  Input 
current. 

(c)  The  branch  circuit  cables  for 
motor  and  lighting  loads  shall  be  not 
smaller  than  No.  14  AWG. 

S  183.10—35  Orercmrent  protection, 
general  (50  volu  or  more). 

(a)  Overcurrent  protection  shall  be 
provided  for  each  conductor  for  the  pur¬ 
pose  of  opening  the  electric  circuit  if  the 
current  reaches  a  value  which  will  cause 
an  excessive  or  dangerous  temperature  In 
the  conductor  or  conductor  Insulation. 

(b)  Disconnect  menus  shall  be  pro¬ 
vided  on  the  supply  side  of  and  adjacent 
to  all  fuses  for  the  purpose  of  deenergis¬ 
ing  the  fuses  for  Inspection  and  mainte¬ 
nance  purposes. 

(1)  All  disconnect  means  shall  open 
all  conductors  of  the  circuit  simultane¬ 
ously. 

<c)  Conductors,  including  generator 
leads  and  shore  power  cables,  shall  be 
protected  In  accordance  with  current- 
carrying  capacities,  as  given  In  Table 

183.10-20<c>. 

G)  If  the  allowable  current-carrying 
capacity  of  the  conductor  doea  not  cor¬ 
respond  to  a  standard  size  fuse,  the  next 
larger  size  or  rating  may  be  used  but  not 
exceeding  150  percent  of  the  allowable 
current-carrying  capacity  of  the  con¬ 
ductor.  Plug  (screw  In  type)  fuses  and 
fuseholdera  shall  not  be  used  In  circuits 
exceeding  125  volts  between  conductors. 
The  screw  shell  of  plug  type  fuseholdera 
shall  be  connected  to  the  load  of  the  cir¬ 
cuit.  Edison  base  fuses  shall  not  be  used. 

Nora:  Bdiaon  law  fuses  are  those  having 
threads  like  those  on  an  ordinary  tight  bulb. 

(2)  If  the  allowable  current-carrying 
capacity  of  the  conductor  doea  not  cor¬ 
respond  to  a  standard  rating  of  circuit 
breakers,  the  next  larger  rating  may  be 
used  but  not  exceeding  150  percent  of 
the  allowable  current-carrying  capacity 
of  the  conductor. 

(d)  Lighting  branch  circuits  shall  bs 
protected  against  over-current  either  by 
fuses  rated  at  not  more  than  10  amperes 


or  by  circuit  breakers  rated  or  set  at  not 
more  than  15  amperes. 

(e)  Circuit  breakers  of  the  proper 
voltage  rating  shall  be  of  the  manually 
reset  type  designed  for  Inverse  time  de¬ 
lay,  Instantaneous  short  circuit  protec¬ 
tion  and  capable  of  repeatedly  opening 
the  circuit  in  which  it  is  to  be  used  with¬ 
out  damage  to  the  circuit  breaker. 

(1)  Circuit  breakers  shall  indicate 
whether  they  are  In  the  open  or  closed 
position. 

(f)  Devices  such  as  Instruments, 
pilot  lights,  ground  detector  lights,  po¬ 
tential  transformers,  etc.,  shall  be  sup¬ 
plied  by  circuits  protected  by  overcur¬ 
rent  devices. 

(g)  Each  generator  shall  be  protected 
with  an  overcurrent  device  set  at  a  value 
not  exceeding  15  percent  above  the  full- 
load  rating  for  continuous  rated  ma¬ 
chines  or  the  overload  rating  for  special 
rated  machines. 

g  183.10-40  Overcurrent  protection  for 
motors  and  motor  branch  eircuita. 

(a)  All  motors  shall  be  provided  with 
running  protection  against  overcurrent 
in  accordance  with  Table  183.10-40(a). 
A  protective  device  integral  with  the  mo¬ 
tor  which  Is  responsive  to  motor  current 
or  to  both  motor  current  and  tempera¬ 
ture  may  be  used. 

(b)  Overcurrent  devices  shall  be  in¬ 
stalled  to  protect  the  motor  branch  cir¬ 
cuit  conductors,  the  motor  control 
apparatus,  and  the  motors  against  over¬ 
current  due  to  short  circuits  or  grounds. 

( 1 )  The  motor  branch  circuit  overcur¬ 
rent  device  shall  be  capable  of  carrying 
the  starting  current  of  the  motor.  Over- 
current  protection  shall  be  considered  as 
being  obtained  when  this  overcurrent  de¬ 
vice  has  a  rating  or  setting  not  exceeding 
the  values  given  In  Table  183.10-40(a) . 

(2)  Each  manually  started  contin¬ 
uous  duty  motor  rated  at  one  horsepower 
or  less  which  is  within  sight  from  the 
starter  location,  shall  be  considered  as 
protected  against  overcurrent  by  the 
overcurrent  device  protecting  the  con¬ 
ductors  of  the  branch  circuit.  This 
branch  circuit  overcurrent  device  shall 
not  be  larger  than  that  specified  by 
Table  183.10-40(a) .  except  that  any  such 
motor  may  be  used  at  125  volts  or  less  on 
a  branch  circuit  protected  at  20  amperes. 

(c)  Motor  branch  circuit  overcurrent 
protection  and  motor-running  overcur¬ 
rent  protection  may  be  combined  In  a 
single  overcurrent  device  if  the  rating  or 
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setting  of  the  device  provides  the  run¬ 
ning  overcurrent  protection  specified  in 
Table  183.10-40<a) . 

§  183.10—15  Electric  lieu  ting  anil  cook¬ 
ing  equipment  (50  volt*  or  more). 

(a)  Electric  space  heaters  for  heating 
rooms  and  compartments  shall  be  Pro¬ 
vided  with  thermal  cutouts  to  prevent 
overheating.  Heaters  shall  be  so  con¬ 
structed  and  Installed  to  prevent  the 
hanging  of  towels,  clothing,  etc.  on  the 
heaters,  and  to  prevent  overheating  of 
heater  parts  and  adjacent  bulkheads  or 
decks. 

(b)  All  electric  cooking  equipment, 

attachments,  and  devices,  shall  be  of 
rugged  construction  and  so  designed  as 
to  permit  complete  cleaning,  mainte¬ 
nance,  and  repair. 

( 1  >  Doors  shall  be  provided  with 
heavy  duty  hinges  and  locking  def ices 
to  prevent  accidental  opening  in  heavy 
seas. 

(2)  Electric  cooking  equipment  shall 
be  mounted  to  prevent  dislodgement  in 
heavy  seas,  and  for  grill  or  similar  type 
cooking  equipment  means  shall  be  pro¬ 
vided  to  effect  positive  grease  or  fat  col¬ 
lection  and  to  prevent  spillage  on  wiring 
or  deck. 

( 3 )  Where  necessary  for  safety  of  per¬ 
sonnel,  grab  rails  shall  be  provided. 
Electric  ranges  shall  be  provided  with 
sea  rails  with  suitable  barriers  to  resist 
accidental  cook  pot  movement. 

(4)  Unspecified  construction  and  cir¬ 
cuit  details  shall  be  In  accordance  with 
Underwriters’  Laboratories,  Inc.,  Stand¬ 
ard  for  Commercial  Electric  Cooking 
Appliances. 

8  183.10-50  Shore  power  (50  volt*  or 
more). 

(a)  At  a  convenient  location,  a  shore 
power  connection  box  or  receptacle  shall 
be  permanently  Installed  and  a  cable 
connecting  this  box  or  receptacle  to  the 
main  distribution  panels  shall  be  perma¬ 
nently  Installed. 

(1)  The  shore  power  cable  shall  be 
provided  with  a  disconnect  means  lo¬ 
cated  on  or  near  the  main  distribution 
panel 

PART  184 — VESSEL  CONTROL  AND 

MISCELLANEOUS  SYSTEMS  AND 

EQUIPMENT 
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Subpart  1  84.05 — Cooking  and  Hooting 

Sec. 

184  Of,  1  Ions 

Subpart  164.10 — Mooring  Equipment 
184  10-1  Anchors,  cablet,  and  bawaer* 

Subpait  184.15— Navigation  Lights  and  Shape1--, 
Whistles,  Fog  Homs,  and  Fog  Beils 

184  10—1  Requirement*  In  Rule#  of  the 

Road. 

184  1 5  -5  Light  Intensity  atandards. 
184.16-10  Light  screens 

Subpart  1  84  ?0 — Compati 

184.20-1  Vessels  required  to  hare  com¬ 

passed. 

Subpart  1  84.25 — Radio 

184.25-1  Requirements  of  tne  Federal 

Communications  OommUrlon. 

Subpart  I  84,30 — Emergency  Lighting 
184.30-1  Portable  lights. 

18430-6  Lights  for  lounge  areas  below  the 
main  deck. 

Subpart  184.35 — Engine  Control 
18  4  AS- 1  Knglneroom  communication  sys¬ 
tem. 

Subpart  164.40 — Work  Vests 

184.40- 1  Approved  unicellular  plastic  foem 

work  vests. 

184.40- 6  Use. 

184.40- 10  Stowage 

184.40- 15  Inspections. 

AtrrHoamr :  The  provisions  of  this  Part  184 
Issued  under  RJB.  4405,  as  amended.  4462.  as 
amended,  sec.  3.  70  Stat.  162,  sec.  6(b)(1), 
80  Stat.  038;  46  DJ3.C.  375,  416.  390b,  49  030. 
1655(b);  49  CFR  1.4(a)(2),  unless  otherwise 
noted.  Interpret  or  apply  R.S.  4417,  as 
amended.  4418.  as  amended.  4426.  as 
amended.  4453.  as  amended;  46  UJ3C.  S91. 
392,  404,  435. 

Source:  The  provisions  of  this  Part  184 
contained  In  CGFR  60-64.  25  F.R.  9346.  Sept. 
29,  1960,  unless  otherwise  noted. 

Subpart  184.01 — Application  and 
Intent 

§  181.01-1  Application. 

(a)  The  provisions  of  this  part  shall 
apply  to  all  vessels  except  as  specifically 
noted  In  this  part. 

(Sec.  17.  54  Stat.  106,  as  amended;  40  U.S.C. 
526p) 

§  181.01-5  Intent. 

(a)  The  Intent  of  this  part  Is  to  Insure 
that  the  vessel  control  systems  and  the 
miscellaneous  systems  and  equipment  re- 
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qulred  herein  shall  be  suitable  for  the 
purpose  Intended. 

Subpart  184.05 — Cooking  and 
Heating 

§  181.05-1  Restriction*. 

'a '  Cooking  and  heating  equipment 
shah  be  suitable  for  marine  use 

*  n  :  The  ;.  e  of  liquefied  petroleum  gas 
for  cook  Inti,  heating,  or  other  purpose* 
is  prohibited  on  all  vessels. 

ci  The  use  of  gasoline  for  cooking, 
heating  or  Lighting  Is  prohibited  on  all 
vessels. 

iRS.  4472.  u  amended.  4488,  u  amended; 

48  US  C.  170,  481) 

Subpart  184.10 — Mooring  Equipment 

§  181.10-1  Anchor*,  cable*,  and  haw- 
tern. 

(a)  All  vessels  shall  be  fitted  with  euch 
ground  tackle  and  hawsers  as  deemed 
necessary  by  the  Officer  In  Charge,  Ma¬ 
rine  Inspection,  depending  upon  the  size 
of  the  vessel,  the  waters  on  which  It  op¬ 
erates.  and  other  operating  hazards. 

IK  S  4488,  as  amended.  46  DAC  481) 

Subpart  184.15 — Navigation  Lights 
and  Shapes,  Whistles,  Fog  Homs, 
and  Fog  Bells 

§  184.15—1  Requirement*  in  Rule*  of 

the  Hoad. 

i  a  i  All  vessels  shall  be  fitted  with  nav¬ 
igation  light.,  and  shapes,  whistles,  fo* 
horns,  and  fog  bells  as  prescribed  by  law 
and  regulation. 

§  1 81. 1 5-5  lJght  intensity  standard*. 

*  a  i  Navigation  lights  shall  be  of  suf¬ 
ficient  Intensity  so  that  the  candlepower 
outside  the  lens  Is  not  less  than  that 
amount  corresponding  to  the  reqidred 
db.tar.ee  of  visibility  as  specified  In  Table 
1 84. 15-5 (a > . 

Table  1*4  1V-P  §■ 

—  I 

Dtitanc* of  vljlhiilty,  tn  nautical  rail**  !  t "fmdtopower 


a . !  i:  • 

6 .  .  |  100.  C 


Notk:  In  IM.l.’nf-d)  th«  9tn.x)>lnrvla  ar*  bMiKl 

Opo:»  a  tmntiulMivtty  of  70  per.  ent  i*er  w*  mil* 

eiifl  a  practical  threshold  >f  vision  of  H»* a  mtla  eandlaa, 

ib  >  ( Reserved  1 
i  c  i  l  Reserved  1 

'd i  'Hie  light  Intensity  standards  of 
this  section  shall  apply  to  new  naviga¬ 


tion  lights  Installed  and  replacement  erf 
existing  lights  made  on  or  after  July  1, 
1974. 

(Sec.  17.  54  Stat.  106,  sec.  3.  70  Stat.  152,  seo. 
6(b)(1),  80  Stat.  937;  46  U.S.C.  526p,  390(b), 
49  US.C  1056(b)(1);  49  CFR  1.48(b)) 

( CQFR  67-91.  32  FR  20813,  Dec.  27,  1967,  a* 
amended  by  COD  74-TR,  ’9  FR  3270,  Jan.  26, 
1974  | 

§  181.15-10  Light  screens. 

ia i  Light  screens  when  required  by 
the  applicable  Rules  of  the  Road  for  port 
and  starboard  side  lights  shall  be  painted 
with  a  glossy  black  paint  and  shall  pro¬ 
ject  not  less  than  three  (3)  feet  forward 
of  the  center  of  the  light  source 
(COFR  68—32,  33  FJt  5727,  Apr.  12.  19681 

Subpart  184.20 — Compass 

§  181.20-1  Vessel*  required  to  h*r* 
compasses. 

(a)  Except  as  otherwise  provided  In 
this  section,  every  vessel  shall  be  fitted 
with  a  suitable  compass. 

(bt  The  following  vessels  need  not  be 
fitted  with  a  compass; 

(1)  Vessels  In  river  service. 

(2)  Non-self-propelled  vessels. 

(3)  Vessels  operating  In  protected  wa¬ 
ters  with  short  restricted  routes. 

Subparl  184.25— Radio 

g  184.25-  1  Requirement*  of  the  Fed¬ 
eral  Lomraunirations  Commission. 

(a)  Radio  transmitting  and  receiving 
Installations  or  radiotelephones  are  re¬ 
quired  on  certain  vessels  carrying  pas¬ 
sengers.  Details  of  the  application  of 
this  requirement  as  well  as  the  details 
of  the  Installation  shall  be  as  set  forth 
In  the  regulations  of  Uie  Federal  Com¬ 
munications  Commission  (47CFRCh  1). 

ib.  If  any  violations  of  repulabons 
enforced  by  the  Federal  Communications 
Commission  are  noted  by  the  marine  In¬ 
spector,  the  owner  and  that  agency  shall 
be  notified.  A  proper  certificate  Issued 
by  the  Federal  Communications  Com¬ 
mission  'hall  be  regarded  as  evidence 
that  the  radio  installation,  If  any,  la  In 
compliance  with  the  requirements  of  that 
agency. 

<«>  All  v— eli  an  an  intaraattmal 
wyMM  which  are  raquirad  to  oarry  a 
radlo*a*a*raph  or  radiotelephone  instal¬ 
lation  hi  accordance  with  Chapter  IV  of 
the  Safety  of  Life  at  Sea  Convention, 
1M0,  must  carry  the  International  Code 
of  signals 
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Safcpart  184  JO — Emergency  Lighting 
1 184.30-1  Portable  lights. 

(e)  Vessels  shall  bo  equipped  with  m 
«*t*Me  number  or  portable  battery 
lights. 

loara  e*-4o.  as  pjl  on*  a**.  s,  loss] 
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S  18-1.30-5  Lights  for  lounge  areas  be¬ 
low  the  main  deck. 

(a)  Adequate  emergency  lighting  au¬ 
tomatically  actuated  upon  failure  of  the 
main  lighting  system  shall  be  fitted  along 
the  line  of  escape  in  vessels  having 
lounge  areas  below  the  main  deck  as  per 
Subpart  177.30-7  of  this  subchapter. 

<b)  Vessels  not  equipped  with  a  single 
source  emergency  lighting  system  shall 
have  Individual  storage  battery  powered 
automatically  operated  lights  In  strategic 
locations.  These  lights  shall  have  an 
automatic  battery  charger,  shall  not  be 
readily  portable,  and  shall  have  suffi¬ 
cient  capacity  for  6  hours  continuous 
operation. 

(COFR  03-40,  28  FJR.  #743.  Sept.  *.  1968) 

Subpart  184.35 — Engine  Control 

§  184.35—1  Engineroom  communica¬ 
tion  sytteiu. 

(a)  An  efficient  communication  sys¬ 
tem  shall  be  provided  between  the  prin¬ 
cipal  steering  station  and  the  englneroom 
on  vessels  which  are  not  equipped  with 
pilothouse  controls  where  in  the  opinion 
of  the  Officer  In  Charge,  Marine  Inspec¬ 
tion.  such  a  system  Is  necessary  for  prop¬ 
er  operation  of  the  vessel. 

Subpart  184.40 — Work  Vests 

g  184.40-1  Approved  unicellular  plastic 
foam  work  vests. 

(a)  Buoyant  work  vests  carried  under 
the  permissive  authority  of  this  subpart 
shall  be  of  a  Coast  Guard  approved  type. 

<b)  Specifications  for  approved  type 
work  vests  are  In  Subpart  160  053  of 
Subchapter  Q — Specifications,  of  this 
chapter. 

(RS,  4488,  aa  amended.  4491,  as  amended; 
48  O.8.C.  481,  489)  |COFR  80-64  ,  28  FS, 
Sept.  26,  1960,  aa  amended  by  CQFR  87-91, 
83  FJR.  20813,  Dec.  37,  19071 

8  184.40-5  Use. 

(a)  Approved  buoyant  work  vests  are 
considered  to  be  Items  of  safety  apparel 
and  may  be  carried  aboard  vessels  to  be 
worn  by  crew  members  when  working 
near  or  over  the  water  under  favorable 
working  conditions.  They  shall  be  used 
under  the  supervision  and  control  of 
a  responsible  person.  When  carried, 
Buch  vests  shall  not  be  accepted  In  lieu 
of  any  portion  of  the  required  number 
of  approved  life  preservers  and  shall  not 
be  substituted  for  the  approved  life  pre- 
aervers  required  to  be  worn  during  drills 
and  emergencies. 


§  184.40—10  Stowage. 

(a)  The  approved  buoyant  work  verts 
shall  be  stowed  separately  from  the  reg¬ 
ular  stowage  of  approved  life  preservers. 

lb)  The  locations  for  the  stowage  of 
work  vests  shall  be  such  as  not  to  be 
easily  confused  with  that  for  approved 
life  preservers. 

§  184.40—15  Inspections. 

(a)  Each  work  vest  shall  be  subject 
to  examination  by  a  marine  Inspector  to 
determine  Its  serviceability.  If  found 
to  be  satisfactory,  It  may  be  continued  In 
service,  but  shall  not  be  stamped  by  a 
marine  Inspector  with  a  Coast  Guard 
stamp.  If  a  work  vest  Is  found  not  to  be 
In  a  serviceable  condition,  then  such 
work  vest  shall  be  removed  from  the  ves¬ 
sel.  If  a  work  vest  Is  beyond  repair,  It 
shall  be  destroyed  or  mutilated  In  the 
presence  of  a  marine  Inspector  so  aa  to 
prevent  its  continued  use  as  a  work  vest. 

PART  185 — OPERATIONS 

Subporf  185.01 — Application  and  Inton! 

Bee. 

185.01-1  Application. 

186.01-6  Intent. 

Subpart  185.05 - Penalties 

185  06-1  General. 

Subparl  1  85.10 - Exhibition  of  Uconio 

186.10-1  Operator'*  license. 

Subport  185.1  5 — Notice  of  Caewolty 

185.16- 1  When  required. 

185.15-3  Notice  and  reports  o’  certain 
hazardous  material*  Incident*. 

Subpart  185.17 — Reckless  or  Negligent 
Operation 

185.17- 1  Prohibited  by  law. 

Subpart  185.17 — Accident  Assistance 

186  19-1  Duty  of  operator. 

Subpart  185.20 — Miscellaneous  Operating 
Requirements 

185.30-1  Compliance  with  provisions  of 
certificate  of  Inspection. 

18530-8  Rule*  of  the  Road. 

185.20-10  Steering  gear  test*. 

186  20-15  Hatches. 

185  20-20  Teasel*  carrying  vehicle*. 
18520-36  Fueling  of  vessels  using  fuel  hav¬ 
ing  a  flash  point  of  110*  P,  os- 
lower  ( gasoline,  etc.) . 

Subpart  1 15.22 — fatrelmea 
18623-1  Duties. 
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Bee. 

186-25-1 

186-25-5 

185-25-7 


18625-10 

185  25-15 

186  25-20 


Emergency  Instruction*. 
Recommended  emergency  nhecS- 
off  list*. 

Posting  placard*  containing  In¬ 
struction*  (or  launching  and  In¬ 
flating  Inflatable  lifer*!  t*. 

Drill*. 

Operator1*  reeponal  bill  tie*. 

Tests  o(  emergency  position  Indi¬ 
cating  radiobeacon  (EPIRB). 


Subpert  1  85.30 — Markings  Required 


18580-1 

186.30- 5 

186.30- 10 

186.30- 16 

185.30- 20 

18520-25 

185.30- 30 


Hull  mar  tinge. 

Lifesaving  gear. 

Life  preserver  stowage. 

Escape  hatches  and  emergency 
exits. 

Fuel  shutoff  valves. 

Watertight  doors  and  watertight 
hatches. 

Emergency  position  Indicating 
radtobeacon  (EPIBB). 


Aoxuoarrr :  The  provisions  of  this  Part  185 
Issued  under  RS  4405,  as  amended.  4482,  as 
amended,  sec.  3.  70  8tat.  162.  sec.  8(b)  (1).  80 
6 tat.  938;  46  VS.C.  375.  416.  890b.  49  DB.O. 
1666(b) ;  49  CFR  1.4(a)  (2).  unless  otherwise 
noted.  Interpret  or  apply  R-8.  4417,  a* 
amended.  4418.  as  amended.  4426.  a* 
amended,  4453,  a*  amended;  48  OJB.O.  Ml. 
892.  404.  436. 


Sotrac*:  The  provisions  of  this  Part  185 
contained  In  COFR  60-64.  25  Fit.  #547.  Sept. 
29.  1960.  unless  otherwise  noted. 


Subpart  185.01 — Application  and 
Intent 

g  185.01-1  Application. 

($)  The  provision/!  of  this  part  shall 
apply  to  all  vessels  except  as  specifically 
noted  In  this  part. 

g  185.01—5  Intent. 

(a)  The  Intent  of  this  part  Is  to  Insure 
that  all  vessels  be  operated  In  accordance 
with  applicable  laws  and  regulations  and 
In  such  a  manner  as  to  afford  adequate 
precautlo-  "gainst  hazards  of  an  emer¬ 
gency  natu.  e  which  might  endanger  the 
vessel  and  the  persons  being  transported. 

fubpart  185.05 — Penalties 
8  185.05—1  General. 

<a)  The  marine  safety  and  criminal 
statutes  provide  penalties  for  the  viola¬ 
tion  of  the  applicable  provisions  of  this 
eubchapter.  which  penalties,  depending 
upon  the  gravity  of  the  violation,  are  as 
follows: 

( 1 )  Assessment  and  collections  of  civil 
monetary  penalty. 


(2)  Criminal  prosecution  where  no  loss 
of  life  results. 

(3)  Criminal  prosecution  for  man¬ 
slaughter  where  loss  of  life  results  from 
violation  of  statute  or  regulation,  or  from 
misconduct,  negligence,  or  Inattention  to 
duty. 

(4)  Libel  against  vessel. 

(b)  In  addition  to  the  foregoing,  any 
licensed  or  certificated  personnel  com¬ 
mitting  an  act  of  misbehavior,  negli¬ 
gence,  unskillful  ness,  endangering  life, 
willful  violation  of  marine  safety  statutes 
or  regulations  or  requirements  there¬ 
under,  and  Incompetency  shall  be  sub¬ 
ject  to  proceedings  under  the  provisions 
of  R.S.  4450,  as  amended  (46  US  C  239) , 
and  regulations  thereunder  (Part  137  of 
this  chapter)  with  respect  to  suspension 
or  revocation  of  license  or  certificate. 

[CQFR  60-64,  25  Fit.  9347,  Sept.  29,  1960, 
a*>  amended  by  OGFR  65—9,  30  F.R.  11496, 
Sept.  8.  1965) 

Subpart  185.10 — Exhibition  of 
License 

g  185.10—1  Operator**  license. 

(a)  The  operator  of  any  vessel  subject 
to  the  regulations  In  this  subchapter 
shall  have  his  license  as  operator  In  his 
possession  and  available  for  examination 
at  all  times  when  the  vessel  Is  being 
operated. 

Subpart  185.15 — Notice  of  Casualty 
§  185.15—1  When  required. 

(a)  The  owner,  or  person  In  charge  of 
a  vessel  Involved  In  a  marine  casualty 
6hall  give  notice  as  6oon  as  possible  to  the 
nearest  marine  inspection  office  of  the 
United  States  Coast  Quard  w  henever  the 
casualty  results  in  any  of  the  following: 

(1)  Damage  to  property  In  excess  of 
$1,500. 

(2)  Major  damage  affecting  the  sea¬ 
worthiness  or  efficiency  of  a  vessel,  lt» 
machinery  or  Its  equipment. 

(3)  Loss  of  life 

(4)  Injury  causing  any  person  to  re¬ 
main  Incapacitated  for  a  period  in  excess 
of  72  hours. 

(S3.  4460,  as  amended.  49  D3.C.  239) 

*8  185.15  3  Netire  ewil  eeporta  i>f  eortei^ 

hazardous  materials  incident^^-"''-^ 

(a)  The  owner,  master^agtfnt  or  per¬ 
son  in  charge  of  aj>esSel  subject  to  the 
provisions io£>WS'subchapter,  engaged  In 
the  transportation  of  hazardous  mate- 
ErtfsTls  .required  to  report  to  the  noarort 
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District  Oonfunftn4oit  ol 4he  Oeast  Quart 

Immediately  by  telephone,  radiotele¬ 
phone,  or  radio  message,  and  subse¬ 
quently  in  writing  within  15  days j6l  the 
date  of  discovery,  each  Incident  which 
occurs  on  board  In  which,  as/ a  direct 
result  of  the  hazardous  materials  being 
transported,  any  of  the  circumstances 
set  forth  In  I  2.20—65 (b)  jST  this  chapter 
occurs.  In  addition,  the^wrltten  report  la 
required  In  the  event /(here  has  been  an 
unintentional  release  of  bulk  hazardous 
materials  under  cmaln  conditions  and 
there  has  been  an  unintentional  release 
of  hazardous  materials  from  a  package, 
container,  jmr table  tank,  highway,  or 
railroad  vejflcle. 

(b)  For  the  definition  of  hazardous 
materials  and  for  the  detailed  require¬ 
ments/of  these  reports.  Si  2.20-65  and 
2.20/70  of  this  chapter  should  be 
consulted. 

j6am  W-KWfc.  36  9 A.  MW,  pet.  M,  IW} 

Subpart  165.17 — Reckless  or 
Negligent  Operation 
fi  185.17-1  Prohibited  by  law. 

(a)  Subsection  13(a)  of  the  Act  of 
April  25,  1940,  as  amended  (46  DB.C. 
526Z),  applies  to  all  vessels  Inspected 
under  this  subchapter  and  reads  as  fol¬ 
lows: 

No  person  shall  operate  any  motorboat  or 
any  vessel  In  a  reckless  or  negligent  manner 
to  at  to  endanger  the  life,  limb,  or  property 
of  any  person.  To  “operate"  means  to  navi¬ 
gate  or  otherwise  use  a  motorboat  or  a  vessel. 
(Sec.  17.  64  8tat.  166,  as  amended;  44  U.8.C. 
636p) 

Subpart  185.19 — Accident  Assistance 
6  185.19-1  Duty  of  operator. 

<a)  Subsection  13(d)  of  the  Act  of 
April  25,  1940,  as  amended  (46  U.S.C. 
526/) .  applies  to  all  vessels  inspected  un¬ 
der  tliis  subchapter  and  reads  as  follows: 

In  the  case  of  coUlsloa,  accident,  or  other 
catualvy  Involving  a  motorboat  or  other  ves¬ 
sel  subject  to  this  Act,  it  shall  be  the  duty  of 
the  operator,  If  (aid  so  far  os  he  con  do  so 
without.  6erloua  danger  to  his  own  vessel,  or 
persons  aboard,  to  render  such  assistance  as 
reu-y  be  practicable  and  necessary  to  other 
persons  affected  by  the  collision,  accident,  or 
casualty  In  order  to  save  them  from  danger 
caused  by  the  collision,  accident,  or  casualty. 

He  shall  also  give  his  name,  address,  and 
Identification  of  his  vessel  to  any  person  In¬ 
jured  and  to  the  owner  of  any  property 
damaged.  The  duties  imposed  by  this  sub- 

80 


section  shall  be  In  addition  to  any  duties 
otherwise  provided  by  law. 

(Sec.  17.  64  Bt&t.  166.  as  amended;  «6  0.8.0. 
526p) 

Subpart  185.20— Miscellaneous 
Operating  Requirements 

§  18520-1  Compliance  with  provisions 
of  certificate  of  inspection. 

(a)  It  shall  be  the  duty  of  the  person 
In  charge  of  the  vessel  to  see  that  all  of 
the  provisions  of  the  certificate  of  in¬ 
spection  are  strictly  adhered  to.  Noth¬ 
ing  in  this  subpart  shall  be  construed  as 
limiting  the  person  in  charge,  at  his  own 
responsibility,  from  diverting  from  the 
route  prescribed  in  the  certificate  of  In¬ 
spection  or  taking  such  other  steps  as  he 
deems  necessary  and  prudent  to  assist 
vessels  In  distress  or  for  other  similar 
emergencies. 

(R3.  4421,  as  amended,  4463,  as  wended, 
4464,  as  amended,  sec.  26,  41  Btat.  998,  as 
amended,  sec.  17,  64  Stat.  166,  as  amended;  46 
0J3.C.  399,  222,  461.  882,  626p.  Treasury  De¬ 
partment  Order  120,  July  81.  1960,  16  TSL 
6621) 

8  185.20-5  Roles  of  the  Road. 

(a)  Persons  operating  these  vessels 
shall  comply  with  the  applicable  sec¬ 
tions  of  the  Rules  of  the  Road  covering 
the  waters  on  which  the  vessel  Is  navi¬ 
gated. 

§  185.20-10  Steering  gear  teats. 

(a)  Rvery  vessel  before  getting  under¬ 
way,  for  its  day’s  operation  shall  have 
Its  steering  gear,  signaling  whistle,  con¬ 
trols  or  communication  system  tested  by 
the  operator. 

§  185.20—15  Hatches. 

(a)  It  shall  be  the  duty  of  the  person 
in  charge  of  any  vessel  to  assure  himself 
before  getting  underway,  for  a  voyage 
cn  unprotected  waters,  that  all  exposed 
hatches  are  properly  secured. 

§  185.20-20  Vessels  carrying  vehicles. 

(a)  Automobiles  or  other  vehicles  shall 
be  stowed  In  such  a  manner  as  to  permit 
both  passengers  and  operator*  to  get  out 
and  away  from  them  freely  in  the  event 
of  fire  or  other  disaster.  The  decks, 
where  necessary,  shall  be  definitely 
marked  with  painted  lines  to  Indicate 
the  vehicle  runways  and  the  aisle  spaces. 

(b)  The  perron  in  charge  shall  take 
any  necessary  precautions  to  see  that 
automobiles  or  other  vehicles  have  their 
motors  turned  off  and  their  emergency 
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brakes  set  when  the  vessel  Is  underway, 
ml  the  motors  shall  not  be  started  until 
the  vessel  Is  secured  to  the  landing.  In 
addition,  the  vehicles  at  each  end  shall 
have  their  wheels  securely  blocked,  while 
the  vessel  Is  being  navigated. 

(e)  The  person  In  charge  shall  have 
appropriate  "NO  SMOKING”  signs 
posted  and  shall  take  all  necessary  pre- 
eautlons  to  prevent  smoking  or  carrying 
of  lighted  or  smoldering  cigars,  ciga¬ 
rettes,  etc.,  in  the  deck  area  assigned  to 
automobiles  or  other  vehicles. 

1 185.20-25  Feeling  of  vesseb  wing 
fuel  having  a  flash  point  of  110*  F«* 
or  lower  (gasoline,  etc,), 

(a)  Vessels  using  fuel  having  a  flash 
point  of  110°  F.,  or  lower,  shall  not  take 
oa  fuel  when  passengers  are  on  board. 

1 18880-30  Use  of  auto  pilot. 

Kxcspt  as  provided  In  33  CFR  1908, 
when  the  automatic  pilot  Is  used  ta> — 

(a)  Areas  of  high  traffic  density  ; 

(b)  Conditions  of  restricted  vMUttty; 
and 

(e)  All  other  hazardous  navigational 
rtHiattcns.  the  operator  shall  snsure 

(1)  It  Is  possible  to  immediataty  «s- 
manual  control  of  the  strip’ll 


nated  by  the  operator  In  charge  of  the 
vessel  as  a  roving  patrolman. 

<b)  It  shall  be  the  duty  of  the  roving 
patrolman  to  frequently  visit  such  lounge 
areas  to  Insure  that  safe  conditions  are 
being  maintained 

(R.S.  4488,  as  amended;  46  U.S.C.  481) 
(COFR  63-40,  28  F.R.  9742.  Sept.  8,  1963, 
as  amended  by  CGFR  68-32.  33  Fit.  5727. 
Apr.  12,  19681 

Subpart  185.25 — Preparations  far 
Emergencies 

|  185.25-1  Emergency  Instructions. 

(a)  Except  as  otherwise  provided  In 
this  section,  it  shall  be  the  duty  of  the 
operator  in  charge  of  any  vessel  subject 
to  the  regulations  in  this  subchapter  to 
prepare  and  post  emergency  checkoff 
lists  in  a  conspicuous  place  accessible  to 
crew  and  passengers. 

(b)  Except  where  all  or  a  part  of  the 
emergency  instructions  are  deemed  un¬ 
necessary  by  the  Officer  in  Charge,  Ma¬ 
rine  Inspection,  the  emergency  checkoff 
list  contain  not  less  than  the  ap¬ 
plicable  portions  of  the  "Recommended 
emergency  Checkoff  List,  S  185.25-5. 

§  185.25—5  Recommended  emergency 
checkoff  lists. 


(2)  That  a  competent  person  hi : 
at  all  times  to  take  over  steering  oontroi; 


(3)  The  changeover  from  automate!  to 
manual  steering  and  vice  vena  Is  made 
by.  or  under,  the  supervision  of  the 


|  195.89  35  Charts  and  nautical 


As  appropriate  for  the  intended  ver¬ 
se*,  aQ  vessels  must  carry  adequate  and 
up-to-date — 

(a)  Charts; 

(b)  flailing  directions; 

(c)  Coast  pilots; 

«D  light  lists; 

(e)  Notices  to  mariners; 

(f)  Tide  tables; 

(c)  Current  table*:  and 

(h)  All  other  nautical  publications 

Subpart  185.22 — Patrolmen 
1 185-22-1  Duties. 

(a)  At  all  times  during  which  bonks 
in  passenger  lounge  areas  located  below 
the  main  deck  may  be  occupied  (whether 
or  not  the  vessel  Is  underway) ,  a  mem¬ 
ber  of  the  vessel's  crew  shall  be  deslg- 


(a)  Rough  weather  at  sea  or  crossing 
hazardous  bars.  (1)  Close  all  water¬ 
tight  and  weatherttght  doors,  hatches, 
and  airports  to  prevent  taking  water 
aboard. 

(2)  Keep  bilges  dry  to  prevent  loss  of 
stability  due  to  water  In  bilges. 

(3)  Keep  passengers  seated  and  evenly 
distributed. 

(4)  Have  passengers  put  on  life  pre¬ 
servers  If  the  going  becomes  very  rough 
or  you  are  about  to  cross  a  hazardous  bar. 

(9)  Never  abandon  a  vessel  (particu¬ 
larly  a  wooden  boat)  unless  actually 
forced  to  do  so. 

(9)  If  assistance  Is  needed  use  the 
International  Distress  call  over  radio¬ 
telephone  or  call  the  Coast  Guard  Im¬ 
mediately. 

(7)  Prepare  life  floats  for  launching. 

(b)  Man  overboard,  (l)  Throw  a  ring 
buoy  overboard  as  close  to  the  person  a* 
possible. 

(2)  Post  a  lookout  to  keep  the  person 
overboard  In  sight. 

(3)  Maneuver  the  vessel  to  pick  up  tha 
person  In  the  water. 

(4)  Have  crew  member  put  on  life¬ 
jacket,  attach  a  safety  line  to  him  and 
have  him  standby  to  Jump  Into  the  wa- 
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ter  to  assist  the  person  overboard  if 
necessary. 

(5)  If  person  is  not  immediately  lo¬ 
oted  notify  Coast  Guard  and  other  yes* 
■els  in  vicinity  by  radiotelephone. 

(9)  Continue  search  until  released  by 
Coast  Guard. 

(c)  Fire  at  sea.  (1)  Cut  off  air  supply 
to  fire— close  hatches,  ports,  doors,  and 
ventilators,  etc. 

(2)  Immediately  use  portable  fire  ex¬ 
tinguishers  at  base  of  flames  for  inflam¬ 
mable  liquid  or  grease  fires  or  water  for 
nres  in  ordinary  combustible  materials. 

(3)  If  Are  is  in  machinery  spaces  shut 
off  fuel  supply  and  ventilation  and  dla- 
charge  fixed  CO,  if  installed. 

(4)  Maneuver  vessel  to  minimi—  ef¬ 
fect  of  wind  on  fire. 

(5)  If  unable  to  control  Are,  immedi¬ 
ately  notify  the  Coast  Guard  and  other 
boats  in  the  vicinity  by  radiotelephone, 

(•)  Move  passengers  away  from  fire, 
nave  them  put  on  life  preservers,  and  if 
necessary,  prepare  to  abandon  ship. 

|  185.25-7  Posting  placards  containing 
instructions  for  launching  and  inflat¬ 
ing  inflatable  liferafta. 

(a)  Every  vessel  equipped  with  in¬ 
flatable  liferafta  shall  have  posted  in 
ootudcuous  places  which  are  regularly 

accessible  to  the  crew  and/or  passengers, 
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approved  placards  containing  instruc¬ 
tions  for  launching  and  Inflating  In¬ 
flatable  liferafts  for  the  Information  of 
persons  on  board.  The  number  and  lo¬ 
cation  of  such  placards  for  a  particular 
vessel  shall  be  as  determined  necessary 
by  the  Officer  in  Charge,  Marine  In¬ 
spection. 

(b)  Under  the  requirements  contained 
in  5  180  051-6(0(1)  of  Subpart  160.051 
In  Subchapter  Q  (Specifications)  of  this 
chapter,  the  manufacturer  of  approved 
Inflatable  liferafts  Is  required  to  provide 
approved  placards  containing  such  In¬ 
structions  with  each  liferaft. 

[CGFR  05-©,  30  FR.  11495,  Sept.  8,  1908] 

§  185.25-10  Drill*. 

(a)  The  person  In  charge  shall  con¬ 
duct  such  drills  and  give  such  Instruc¬ 
tions  as  are  necessary  to  Insure  that  all 
hands  are  familiar  with  their  duties. 

§  185.25—15  Operator's  responsibilities. 

(a)  Nothing  in  the  recommended 
emergency  Instructions  In  this  subpart 
shall  exempt  any  operator  from  the  exer¬ 
cise  of  good  Judgment  In  any  emergency 
situation. 

§  185.25—20  Tests  of  emergency  posi¬ 
tion  indicating  radiobeacon  (EPIRB). 

The  licensed  operator  of  the  vessel 
shall  ensure  that — 

(a)  The  EPIRB  required  In  180.40-1 
of  this  subchapter  is  tested  monthly, 
using  the  Integrated  test  circuit  and  out¬ 
put  Indicator,  to  determine  that  it  Is 
operative;  and 

(b)  The  EPIRB's  battery  Is  replaced 
after  the  EPIRB  is  used  and  before  the 
date  required  by  I  CC  regulations  in  47 
CFR  Part  83  to  be  marked  on  the  out¬ 
side  of  the  EPIRB. 

(R.8.  4488.  aa  amended  (40  U.8.C.  481);  49 
CFR  1.4(b)(1)(H)  and  1.40(b))  [COD  73- 
24R.  39  FR  10140.  Mar.  18,  1974] 

Subpart  185.30— Markings  Required 
8  185.30—1  Hall  markings. 

Vessels  shall  be  marked  as  required  by 
Parts  67  and  69  of  this  chapter. 

[COD  72-104R.  87  FR.  14333,  July  18,  1973; 
•7  FR.  18837, 8apt.  IS,  1973] 

§  185,30—5  Lifesaving  gear, 

(a)  Life  floats  and  buoyant  apparatus, 
together  with  their  oars  and  paddles, 
shall  be  conspicuously  marked  with  the 
vessel's  name. 


(b)  Hie  number  of  persons  allowed  on 
each  life  float  and  buoyant  apparatus 
shall  be  conspicuously  marked  or  painted 
thereon  In  letters  and  numbers  at  least 
1%  Inches  high. 

(e)  All  life  preservers  and  ring  life 
buoys  shall  be  marked  with  the  vessel's 
name. 

(d)  Any  lifeboat,  life  raft,  or  other 
suitable  boat  accepted  as  primary  life¬ 
saving  apparatus  shall  be  marked  with 
Its  allowed  capacity  In  persons,  and  with 
the  name  of  the  vessel  on  which  Installed, 
in  letters  and  figures  at  least  2  Inches 
high,  except  that  Inflatable  life  rafts 
shall  be  marked  by  the  manufacturer  or 
service  facility  as  required  by  Subpart 
160.051  of  Subchapter  Q-Speciflcations, 
of  this  chapter  and  no  additional  mark¬ 
ings  are  required. 

(ES.  4426,  aa  amended,  4488,  as  amended. 
4491.  aa  amended;  48  TTJS.O.  404.  481,  489) 

g  185.30-10  Life  preserver  stowage. 

(ft)  Where  life  preservers  are  stowed 
so  that  they  are  not  readily  visible  to 
passengers,  the  containers  in  which  they 
are  stowed  shall  be  marked  "Life  Pre¬ 
servers”  and  with  the  number  contained 
therein,  in  at  least  1-inch  letters  and 
figures.  This  legend  shall  Indicate  the 
separate  stowage  of  children's  life  pre¬ 
servers. 

(RS.  4488.  aa  amended;  48  08.0.  481) 

g  185.30-15  Escape  batches  and  emer¬ 
gency  exits. 

(a)  All  escape  hatches  and  other  emer¬ 
gency  exits  shall  be  marked  on  both 
sides  using  at  least  1-lnch  letters: 
"Emergency  Exit,  Keep  Clear’',  unless 
such  markings  are  deemed  unnecessary 
by  the  Officer  In  Charge,  Marine  Inspec¬ 
tion. 

g  185.30-20  Fuel  shutoff  valves. 

(a)  Remote  fuel  shutoff  stations  shall 
be  marked  In  at  least  1-lnch  letters  Indi¬ 
cating  purpose  of  the  valve  and  direction 
of  operation. 

g  185.30-25  Watertight  d  son  and 
watertight  hatches. 

(a)  Watertight  doors  and  watertight 
hatches  shall  be  marked  on  both  sides 
In  at  least  1-lnch  letters:  "Watertight 
Door— Close  In  Emergency”  or  "Water¬ 
tight  Hatch — Close  in  Emergency",  un¬ 
ices  such  markings  are  deemed  unneces¬ 
sary  by  the  Officer  in  Charge,  Marins 
Inspection. 
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g  185.30-30  Emergency  position  indi¬ 
cating  radiobeacon  (EPIRB). 

The  EPIRB  required  in  }  180.40-1  of 
this  subchapter  mus£  be  marked  with 
the  vessel’s  name. 

(R.S.  4488,  as  amended  (46  US.C.  481);  49 
CFR  1.4(b)(1)(H)  and  1.46(b))  (COD  78- 
34R,  39  FR  10140,  Mar.  18, 1974] 


PART  186— MANNING 

Subpart  186.01 — Application  and  Intent 

Sett. 

186.01-1  AppUoaUon. 

186.01-5  Intent. 

Subpart  186.05 — General 
186.05-1  Manning  requirements. 

186.05-6  Manning  entries  on  certificate  of 
Inspection. 

Subpart  166.10 — Ucentee 
166.10-1  Licenses  required. 

ATrrHoarrr :  The  provisions  of  this  Part  186 
Issued  under  sec.  8,  70  Stat.  103,  sec.  6(b)  (1), 
80  SUt.  938;  46  TTjS.C.  890b.  49  OJ3.C.  1666(b) ; 
49  CFR  1.4(a)  (3),  unless  otherwise  noted. 

Sooaca:  The  provisions  of  this  Part  186 
contained  In  CGFR  60-64,  35  PR.  9848,  Sept. 
29.  i960,  unless  otherwise  noted. 

Subpart  186.01 — Application  and 
Infant 

g  186.01-1  Application. 

(a)  The  provisions  of  this  put  shall 
apply  to  all  vessels. 

(Rfi-  4438.  as  amended.  4483.  aa  amended, 
sec.  2.  88  Stat.  1184.  aa  amended;  46  VAC. 
404.322.678) 

g  186.01—5  Intent. 

(a)  The  intent  of  this  part  is  to  in¬ 
sure  that  each  vessel  has  sufficient  crew 
and  licensed  operators  for  the  proper 
navigation  and  operation  of  the  vessel. 
Doe  regard  shall  be  given  to  the  need  for 
protection  of  the  vessel  and  passengers 
during  emergencies. 

Subpart  186.05 — General 
g  186.05-1  Hanning  requirements. 

(a)  No  vessel  subject  to  the  provisions 
of  the  regulations  in  this  subchapter 
shall  be  navigated  while  her  certificate 
of  inspection  is  in  effect  unless  she  shall 
have  in  her  service  and  on  board  such 
complement  of  licensed  personnel,  and 


crew,  as  may,  in  the  judgment  of  the 
Officer  in  Charge,  Marine  Inspection,  be 
necessary  for  her  safe  operation. 

(RJB.  4436,  as  amended,  4463.  aa  amended, 
aeo.  3,  38  Stat.  1164,  aa  amended;  46  Dfl.O, 
404.333,673) 

g  186.05—5  Manning  entriea  on  certifi¬ 
cate  of  inspection. 

(a)  The  Officer  in  Charge,  Marine  In¬ 
spection,  shall  make  entries  on  the  cer¬ 
tificate  of  Inspection  showing  the  com¬ 
plement  of  licensed  personnel  and  crew 
required. 

(R3. 4463,  at  amended;  46  O.S.C.  333) 
Subpart  186.10 — Licenses 
g  186.10-1  Licensee  required. 

(a)  Except  as  otherwise  provided  In 
this  section,  the  licensed  operators  re¬ 
quired  for  the  operation  of  all  vessels 
shall  be  in  possession  of  ocean  operator’s 
licenses  or  operator’s  licenses  attesting 
to  their  proficiency  for  the  route  and 
class  of  vessel  being  navigated. 

(b)  A  license  as  master,  chief  mate, 
second  mate  or  third  mate  of  ocean  and 
coastwise  Inspected  vessels,  or  a  license 
as  a  master  or  pilot  of  Inspected  ves¬ 
sels  on  other  than  ocean  and  coastwise 
waters,  will  authorize  the  holder  to  serve 
as  operator  of  vessels  subject  to  the  reg¬ 
ulations  In  the  subchapter  for  the  class 
of  vessel  and  on  the  waters  for  which 
such  license  was  Issued  and  within  such 
other  restrictions  as  may  be  stated  on 
the  license. 

(c)  (I)  A  license  which  authorizes  the 
{holder  to  serve  as  an  operator  of  a 
mechanically  propelled  vessel  subject  to 
the  regulations  In  this  subchapter  will 
also  authorize  the  holder  to  serve  as 
operator  of  a  non-self-propelled  vessel 
subject  to  such  regulations  under  the 
same  conditions  as  If  the  vessel  were 
mechanically  propelled. 

(2)  A  license  which  authorizes  the 
holder  to  serve  as  an  operator  of  a  sail 
vessel  subject  to  the  regulations  In  this 
subchapter  will  also  authorize  the  holder 
to  serve  as  operator  of  a  non-self- 
propelled  vessel  subject  to  such  regula¬ 
tions  under  the  same  conditions  as  If  the 
vessel  wen  sail  propelled. 

(3)  A  license  which  authorizes  tbs 
holder  to  serve  as  an  operator  of  an  aux¬ 
iliary  sail  vessel  subject  to  the  regula¬ 
tions  In  this  subchapter  will  also  author¬ 
ize  the  holder  to  serve  aa  operator  of  a 
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m— propelled  Teasel,  a  sail  see* 
sel.  and  a  non-sell-propelled  vessel  sub¬ 
ject  to  such  regulations  under  tbe  same 
conditions  as  11  the  vessel  were  an 
auxiliary  sail  vessel. 

(8S.  4428.  as  amended,  4488,  as  amended, 
aeca.  7.  17.  54  Stat.  166,  as  amended.  166,  as 
amended;  46  UjS.C.  404,  223.  6261,  626p) 

<d)  Operation  o  1  vessels  by  licensed 
personnel  on  routes  and  in  capacities 


lower  than  those  described  on  the  license 
held  will  be  permitted  as  provided  in 
Table  188.10-1  (d)  without  obtaining  ad¬ 
ditional  license  for  the  lower  route  or 
capacity. 

(R.S.  4405,  as  amended.  4426,  as  amended, 
4438,  as  amended.  4462,  as  amended,  sec. 
17,  64  8 tat.  166,  as  amended;  46  UJS.C.  876. 
404,  224.  416.  528p)  [COER  60-64.  26  M. 
0348,  Sept.  20,  1960.  as  amended  by  CGEB 
68-32,  S3  F.R.  6727,  Apr.  12.  1968) 


Table  l8AiO-i(d) 


Type  license  held 

Route  described  on  Ucwise 

Capacity  and  routee  permitted 

Ocean  Operator,  Mat¬ 
ter!  or  Mata.1 

Can  serve  as  ocean  operator  on  the  specific  route  described 
on  license,  and  as  operator  on  Oreet  Lakes,  lakes,  bays 
and  sounds,  and  rivers. 

Can  save  as  operator  on  Greet  Lakes,  lakes,  bays  and 
sounds,  and  rivers. 

Can  serve  as  operator  on  tbe  specific  route  described  ott 
license,  and  on  lakes,  bays  ana  sounds,  and  rivers. 

Can  serve  as  operator  on  specific  route  described  on  license, 
and  on  rivers. 

Waters  other  than  ocean  or 

ooastwlse. 

Operator  or  Master 1 _ 

Lakes,  bays,  and  sounds - 

Pilot...  -  _ 

'Specific  bodies  of  water _ 

Specific  bodies  of  water.. _ 

license. 

Can  serve  as  operator  only  on  the  specific  waters  described. 
Can  serve  as  operator  on  the  Great  Lakes,  la  tea,  bays  and 
sounds,  and  rivers. 

■  Only  those  licenses  which  authorise  service  on  Inspected  pajsencer  vessels  may  ba  substituted  (Or  an  operator's 
license  or  ooesn  operator's  llosuae. 


PART  187— LICENSING 

Subpart  187.01— Genural 

Bee. 

187.01-1  Application. 

Subpart  1 87.05 — General  Requirements 


Boo. 

187.15- 20  Physical  requirements. 

167.16- 26  Reissue  erf  expired  license. 

Subpart  187.20 — Specific  Requirements  for  Op* 
e rotors  on  Other  Than  Ocean  and  Coastwise 
Waters 


187.06-1 

187.06-6 


187.06-10 

187.06-16 

187.06-30 

187.06-26 

187.06-30 

187.06-86 


Issuance  of  Uoenses. 

Sea  service  as  member  of  Armed 
Force*  of  tbe  United  8tates  and 
on  vessels  owned  by  tbe  United 
States  as  qualifying  experience. 

Lifting  of  limitations. 

Be -examinations  and  refusal  Of 
licenses. 

teuance  of  duplicate  licenses. 

Parting  with  license. 

Suspension  and  revocation  of  li¬ 
cense. 

Right  of  appeal. 


Subpart  187.10— Original  license 

187.10- 1  Original  license  defined. 

187.10- 6  Requirements  for  original 

censee. 

187.10- 10  Written  application. 

187.10- 18  Physical  examination. 

187.10- 20  Experience  or  training. 

187.10- 26  Professional  examination. 

187.10- 80  Character  check  and  refarenor 


11- 


Subpart  1 87.1 5  Ranawal  of  Ucsmas 

187.16- 1  Requirements  far  renewal  at  It- 

ohm, 

187.18-6  Application  for  renewal. 

187.16- 10  Pltaeaa. 

187.15-15  Psrlod  of  sraoe. 


187.20- 1  General  application. 

187.20- 6  General  requirements. 

18720-10  Examination  for  operators  of 

mechanically  propelled  vessels. 
18720-15  Examination  for  sailboat  oper¬ 
ators. 

18720-17  Examination  for  operators  of 
auxiliary  sailing  vessels. 
18720-30  Examination  for  barge  operators. 

Subpart  187.25 — Specific  Requirement!  for  Ocean 
Operators 

18726-1  General  application. 

18726-6  Service  requirements,  mechan¬ 
ically  propelled  vessels. 

18726-10  Bervloe  requirements,  sail  pro¬ 
pelled  veeaela. 

18726-11  Service  requirements,  auxiliary 
sailing  vessel. 

18726-13  Service  requirements,  non-self- 
propelled  vessels. 

18726-18  Examination  for  operator  at 
ocean  mechanically  propelled 

▼easels. 

18728-30  Examination  for  operator  of 
ooesn  tall  propelled  vessels. 
18726-81  Examination  for  operator  of  aux¬ 
iliary  sailing  vessels  in  ocean 
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187.36-23  Examination  for  operator  of  ocean 
non-*elf-propeUea  Tsssilg, 
167.25-26  Additional  route*. 

Subpart  1 87.30 — Action  Against  UcotttM 
18760-1  General  application. 

Authority:  The  provision*  erf  this  Part  187 
issued  under  secs.  7,  17,  64  8 tat.  186,  aa 
amended.  188.  as  amended,  see.  8,  70  8 tat. 
152,  sec.  6(b)  (1).  80  Scat.  038;  48  06.0.  838f, 
526p,  390b,  49  U.S.C.  1888(b);  40  CDB  1.4(a) 
(2),  unless  otherwise  noted.  Interpret  or  ap¬ 
ply  Rfl.  4417a,  as  amended.  4428,  as 
amended;  46  UJS.C.  391a,  404. 

Sotraca:  The  provisions  of  this  Part  187 
contained  In  COPB  80-64.  35  Fit.  9340,  Sept 
29,  1960.  unless  otherwise  noted. 

Subpart  187.01— General 
§  187.01—1  Application. 

(a)  The  regulations  In  this  part  apply 
to  all  applicants  for  license  to  operate: 

(1)  Mechanically  propelled  Tassels,  of 
less  than  100  gross  tons,  carrying  more 
than  six  passengers;  and, 

(2)  Sail  vessels  or  non-eelf -propelled 
vessels,  of  less  than  100  gross  tons,  car¬ 
rying  more  than  six  passengers. 

Subpart  187.05 — General 
Requirements 

§  187.05-1  Issuance  of  license*. 

(a)  Applicants  for  licensee  are  charged 
with  the  duty  of  establishing  to  the  sat¬ 
isfaction  of  the  Coast  Guard  that  they 
possess  all  of  the  qualifications  necessary 
before  they  shall  be  entitled  to  be  Issued 
licenses.  Until  an  applicant  meets  thin 
mandatory  requirement,  he  is  not  en¬ 
titled  to  be  licensed  to  serve  as  an  oper¬ 
ator  on  a  vessel  of  the  United  States. 
Without  prior  approval  of  the  Comman¬ 
dant  no  person  who  has  been  convicted 
by  court-martial  of  desertion  or  treason 
In  time  of  war,  or  has  lost  his  nationality 
for  any  of  the  other  reasons  listed  In  8 
US.C.  1481,  is  eligible  for  a  license. 
Neither  is  a  person  eligible  for  a  license, 
who  has  been  convicted  by  a  court  of 
record  of  a  violation  of  the  narcotic  drug 
laws  of  the  United  States,  the  District  of 
Columbia,  or  any  State  or  territory  of 
the  United  States,  within  10  years  prior 
to  the  date  of  filing  the  application;  or 
who,  unless  he  furnishes  satisfactory  evi¬ 
dence  that  he  is  cured,  has  ever  been  the 
user  of  or  addicted  to  the  use  of  a  nar¬ 
cotic  drug. 

(b)  After  application  to  an  Officer  In 
Charge,  Marins  Inspection,  any  person 


who  Is  found  qualified  under  the  require¬ 
ments  set  forth  in  this  part  shall  be  is¬ 
sued  an  appropriate  license  valid  for  a 
term  of  five  (5)  years.  A  limitation 
commensurate  with  the  experience  of  the 
applicant  shall  be  placed  upon  tha 
license. 

(c)  Every  person  to  whom  a  license  is 
issued  shall  place  his  signature  and 
left  thumb  print  thereon,  and  upon 
any  sheets  attached  for  additional 
endorsements. 

(d)  An  applicant  for  an  operator's 
license  shall  swear  to  the  truth  of  the 
statements  on  his  application. 

<e)  Every  person  who  receives  a  li¬ 
cense  shall  make  oath  before  an  Officer 
In  Charge,  Marine  Inspection,  or  com¬ 
missioned  officer  of  the  Coast  Guard 
authorized  to  administer  oaths  under  60 
US.C.  732,  to  be  recorded  upon  his  official 
file,  that  he  will  faithfully  and  honestly 
according  to  his  best  skill  and  judgment, 
without  concealment  or  reservation,  per¬ 
form  all  the  duties  required  of  him  by 
law. 

(f)  An  applicant  for  an  operator’s  li¬ 
cense  must  demonstrate  his  ability  to 
speak,  read  and  understand  English  as 
found  in  the  Rules  of  the  Road,  aids  to 
navigation  publications,  emergency 
equipment  Instructions  and  machinery 
instructions. 

(1)  An  applicant  for  an  operator's 
license  to  operate  vessels  on  the  navigable 
waters  of  the  United  States  in  the  vicin¬ 
ity  of  Puerto  Rico,  who  speaks  Spanish 
only,  will  be  Issued  a  license  restricted  to 
those  waters. 

(g)  Every  person,  when  receiving  a 
license  as  “operator"  or  “ocean  oper¬ 
ator”  of  small  passenger-carrying  ves¬ 
sels,  at  his  request  shall  be  furnished 
with  a  copy  of  the  publication  “Rules  and 
Regulations  for  Small  Passe*  ;r  Ves¬ 
sels,"  and  a  copy  of  the  “Rules  of  the 
Road”  applicable  to  the  waters  for 
which  the  license  is  Issued. 

8  187.05—5  Sea  service  ■■  member  of 
Armed  Force*  of  the  United  State* 
and  on  vessel*  owned  by  the  United 
States  as  qualifying  experience. 

(a)  Sea  service  as  member  of  the 
Armed  Forces  of  the  United  States  win 
be  accepted  as  qualifying  experience  for 
an  original  or  extension  of  route  of  li¬ 
cense.  The  applicant  shall  submit  an 
official  transcript  of  sea  service  as  verifi¬ 
cation  of  the  service  claimed  when  he 
submits  an  application.  Such  service 
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will  be  subject  to  evaluation  by  the  Offi¬ 
cer  In  Charge.  Marine  Inspection,  to 
determine  Its  equivalence  to  the  sea  serv¬ 
ice  required  on  passenger  motorboats, 
and  to  determine  the  appropriate  class 
and  limit  of  license  for  which  the  ap¬ 
plicant  Is  eligible. 

(b)  When  any  person  who  has  served 
In  a  civilian  capacity  as  commanding 
officer  or  master  of  any  vessel  owned  and 
operated  by  the  United  States,  in  any 
service.  In  which  a  license  as  master  was 
not  required  at  the  time  of  such  service 
applies  for  an  examination  for  license, 
the  Officer  In  Charge,  Marine  Inspection, 
nha.ii  determine  the  appropriate  oper¬ 
ator's  license  for  which  the  applicant  la 
eligible. 

[OGFR  60—64,  36  FR.  0349,  Sept.  30,  1060, 
aa  amended  by  OGFR  66-33.  31  F-R.  15300, 
Dec.  6.  1966] 

s  187.05-10  Lifting  of  limitations. 

(a)  If  any  Officer  In  Charge,  Marine 
Inspection,  is  satisfied  by  the  documen¬ 
tary  evidence  submitted  that  an  appli¬ 
cant  Is  entitled  by  experience  and 
knowledge  to  an  Increase  In  the  scope  of 
his  license,  he  may  change  any  limita¬ 
tions  which  he  may  have  previously 
placed  upon  the  license. 

(b)  No  Officer  In  Charge,  Marine  In¬ 
spection,  may  change  on  any  license  a 
limitation  which  he  did  not  place  thereon 
before  full  Information  regarding  the 
reason  for  the  limitation  is  obtained 
from  the  Officer  In  Charge.  Marine  In¬ 
spection,  responsible  for  the  same  and 
the  applicant  has  made  up  the  deficiency . 

S  187.05-15  Re-examinations  and  re¬ 
fusal  of  licenses. 

(a)  Any  applicant  for  license  or  en¬ 
dorsement  who  has  been  duly  examined 
or  re-examined  and  refused  may  come 
before  the  same  Officer  in  Charge,  Ma¬ 
rine  Inspection,  for  re-examination  at 
any  time  thereafter  that  may  be  fixed  by 
such  Officer  in  Charge,  Marine  Inspec¬ 
tion.  but  such  time  shall  not  be  less  Ulan 
one  month  from  the  date  of  his  last 
failure. 

(b)  A  candidate  who  has  been  duly 
examined  and  refused  a  license  by  an  Of¬ 
ficer  In  Charge,  Marine  Inspection,  shall 
not  be  examined  by  any  other  Officer  In 
Charge.  Marine  Inspection,  until  1  year 
has  elapsed  from  the  date  of  the  last 
refusal  without  the  sanction  of  the 
Officer  In  Charge,  Marine  Inspection, 
that  refused  the  applicant. 


(c)  If  the  Officer  In  Charge,  Marine 
Inspection,  refuses  to  grant  an  applicant 
the  license  applied  for  he  shall  furnish 
him  a  statement  setting  forth  the  cause 
of  his  refusal. 

[CGFR  60-64,  36  FR.  9349.  Sept.  39,  1960, 
M  amended  by  CGFR  63-63,  3?  FR.  13833, 
Dec.  38,  1963] 

g  187.05-20  Issuance  of  duplicate 
licenses. 

(a)  Whenever  a  person  to  whom  a 
license  has  been  Issued  loses  his  license, 
he  shall  report  such  loss  to  an  Officer  in 
Charge,  Marine  Inspection,  who  shall 
Issue  a  duplicate  license  after  receiving 
from  such  person  a  properly  executed 
affidavit  giving  satisfactory  evidence  of 
such  loss,  and  a  record  of  the  license 
from  the  marine  Inspection  office  where 
It  was  Issued.  Such  license  shall  be 
Issued  as  a  duplicate  by  the  addition  of 
the  following  typewritten  endorsement, 
“This  license  replaces  License  Number 

_ issued  at _ on  the  above 

date"  as  well  as  the  port  and  date  of  the 
duplicate  Issue.  The  duplicate  license, 
issued  for  the  unexpired  term,  shall  have 
the  same  force  and  effect  as  the  lost 
license. 

(b)  When  a  person  reports  the  loss  of 
his  license  or  when  It  is  discovered  that 
any  license  or  license  form  has  been 
stolen  from  a  marine  Inspection  office  or 
when  such  loot  or  stolen  licenses  are  re¬ 
covered,  the  Officer  In  Charge.  Marine 
inspection,  shall  Immediately  report  the 
loss,  theft,  or  recovery  to  the  Comman¬ 
dant  giving  a  description  of  the  licenses 
and  all  facts  Incident  to  its  loss,  theft 
or  recovery. 

§  187.05—25  Parting  with  license. 

(a)  If  the  holder  of  license  as  operator 
voluntarily  parts  with  It  or  places  It 
beyond  his  personal  control  by  pledging 
or  depositing  It  with  any  other  person 
for  any  purpose,  he  may  be  proceeded 
against  In  accordance  with  the  provisions 
of  Revised  Statute  4450,  as  amended  (46 
U.S.C.  239),  looking  to  a  suspension  or 
revocation  of  his  license. 

§  187.05-30  Suspension  and  revocation 
of  license. 

(a)  When  the  license  of  any  operator 
Is  revoked  such  license  expires  with  such 
revocation  and  any  license  of  the  same 
type  subsequently  granted  to  such  person 
shall  be  considered  in  the  light  of  an 
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original  license  except  m  to  number  of 
Issue. 

(b)  No  person  whose  license  has  been 
revoked  shall  be  issued  another  license 
except  upon  approval  of  the  Comman¬ 
dant.  Neither  shall  a  license  be  Issued 
to  a  person  whose  license  has  been  sus¬ 
pended,  prior  to  the  termination  of  the 
suspension,  except  on  approval  of  the 
Commandant. 

(c)  When  a  license  which  la  about  to 
expire  Is  suspended,  the  license  may  be 
administratively  renewed  in  order  to 
carry  out  the  period  of  the  suspension. 
However,  prior  to  the  reissuance  of  the 
license  to  the  holder  upon  termination 
of  the  suspension  he  must  qualify  for  the 
renewal  of  the  license  as  provided  In  sub- 
part  187.15. 

(BjS.  4450,  as  amended,  46  UJ3.0.  BO) 

8  187.05-35  Right  of  appeal. 

(a)  Whenever  any  person  directly  In¬ 
terested  in  or  affected  by  any  decision 
or  action  of  any  Officer  in  Charge, 
Marine  Inspection,  shall  feel  aggrieved 
by  such  decision  or  action  with  respect 
to  the  issuance  of  a  license  or  a  cer¬ 
tificate.  he  may  appeal  therefrom  to  the 
Coast  Guard  District  Commander  having 
Jurisdiction.  A  like  appeal  shall  be  al¬ 
lowed  from  any  decision  or  action  of  the 
Coast  Guard  District  Commander  to  the 
Commandant,  whose  action  shall  be 
Anal.  Such  appeals  shall  be  made  in 
writing  within  30  days  after  the  date  of 
decision  or  action  appealed  from. 

(b)  Pending  the  determination  of  the 
appeal,  the  decision  of  the  Officer  In 
Charge,  Marine  Inspection,  shall  remain 
in  effect. 

Subpart  187.10— Original  License 
8  187.10-1  Original  license  defined. 

(a)  The  first  license  Issued  under  the 
authority  of  the  regulations  in  this  part 
to  any  person  shall  be  considered  an 
original  license. 

8 187.10-5  Requirements  for  original 
licenses. 

(a)  Before  an  original  license  is  issued 
to  any  person  to  act  In  a  licensed  capacity 
on  Inspected  vessels  of  the  United  States, 
he  shall  personally  appear  before  an  Offi¬ 
cer  in  Charge,  Marine  Inspection,  and 
present  satisfactory  documentary  evi¬ 
dence  of  his  eligibility  in  respect  to  the 
requirements  for  the  type  of  operator's 
license  for  which  he  makes  application. 


8  187.10-10  Written  application. 

(a)  The  Officer  in  Charge,  Marine  In¬ 
spection,  shall  require  all  applicants  for 
original  license  to  make  written  applica¬ 
tion  upon  Coast  Guard  Form  CG-866. 
License  and  Renewal  Application. 

(COFR  60-54,  26  F_R.  9349.  Sept.  29.  1960.  aa 
amended  by  CGPB  66-33,  31  F_B.  15300. 
Dec.  6.  1966] 

8  187.10—15  Physical  examination. 

(a)  All  applicants  for  an  original  li¬ 
cense  shall  be  required  to  pass  a  physical 
examination  given  by  a  medical  officer  of 
the  United  States  Public  Health  Service, 
or  other  reputable  physician,  and  pre¬ 
sent  a  certificate  executed  by  this  Public 
Health  Service  Officer,  or  other  reputable 
physician,  to  the  Officer  in  Charge, 
Marine  Inspection.  This  certificate  shall 
attest  to  the  applicant's  acuity  of  vision, 
color  sense,  and  general  physical 
condition. 

(b)  Epilepsy,  Insanity,  senility,  acute 
general  disease  or  neurosyphilis,  badly 
Impaired  hearing,  or  other  defect  that 
would  render  the  applicant  Incompetent 
to  perform  the  ordinary  duties  of  a  li¬ 
censed  operator  are  causes  for  rejection. 

(c)  For  an  original  license  as  opera¬ 
tor  the  applicant  must  have  uncorrected 
vision  of  at  least  20/100  In  both  eyes 
correctable  to  at  least  20/20  In  one  eye 
and  20/40  in  the  other.  The  applicant 
who  wears  glasses,  however,  must  also  be 
able  to  pass  a  test  without  glasses  of  at 
least  20/40  in  one  eye  and  at  least  20/70 
In  the  other.  The  color  sense  will  be 
tested  by  means  of  a  pseudo-isochro- 
matlc  plate  test,  but  any  applicant  who 
falls  this  test  will  be  eligible  If  he  can 
pass  the  “Williams”  lantern  test  or 
equivalent. 

(d)  Where  an  applicant  is  not  pos¬ 
sessed  of  the  vision,  hearing,  or  general 
physical  condition  necessary,  the  Officer 
in  Charge,  Marine  Inspection,  after  con¬ 
sultation  with  the  Public  Health  Serv¬ 
ice  physician  or  other  examining  physi¬ 
cian,  may  make  recommendations  to  the 
Commandant  for  an  exception  to  these 
requirements,  if  in  his  opinion,  extenuat¬ 
ing  circumstances  warrant  special  con¬ 
sideration.  Any  requests  for  a  decision 
by  the  Commandant  must  be  accom¬ 
panied  by  all  pertinent  correspondence, 
records,  and  reports.  In  this  connection 
recommendations  from  agencies  of  the 
Federal  Government  operating  Govern¬ 
ment  vessels,  as  well  as  owners  and  op¬ 
erators  of  private  vessels,  made  In  behalf 
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of  their  employees,  will  be  given  full 
consideration  In  arriving  at  a  decision. 
(RS.  4405,  as  amended,  R.S.  4453,  RS.  4438, 
as  amended;  sec.  3,  70  St&t.  162,  sec.  12,  65 
Stat.  217,  sec.  8(b)(1),  80  Stat.  937;  46 
U.S.C.  375,  416,  224,  390(b),  1461(e).  49  O.SO. 
1655(b)(1);  49  CFR  1.48  (b)  and  (o)(l)) 
|CGFR  60-64,  24  P.R.  9349.  Sept.  29,  I960,  u 
amended  bv  COFR  63-57,  28  P.R-  551,  Jan.  22, 
1963;  CGFR  65-16  ,  30  P-R.  10904,  Aug.  21, 
1965;  CGD  72-149R,  38  FR  6860,  Mar.  5,  1973) 

§  187.10—20  Experience  or  training. 

(a)  All  applicants  for  original  license 
shall  present  to  the  Officer  In  Charge, 
Marine  Inspection,  letters,  discharges,  or 
other  official  documents  certifying  the 
amount  and  character  of  their  experi¬ 
ence  and  the  names  of  the  vessels  on 
which  acquired.  The  Officer  In  Charge, 
Marine  Inspection,  must  be  satisfied  as 
to  the  bona  fldes  of  all  evidence  of  ex¬ 
perience  or  training  presented  and  may 
reject  any  evidence  that  he  has  reason  to 
believe  Is  not  authentic  or  which  does  not 
sufficiently  outline  the  amount,  type  and 
character  of  service.  Photoatatlc  or  cer¬ 
tified  copies  of  the  aforementioned  evi¬ 
dence  may  be  accepted  for  the  purpose  of 
filing  with  the  application.  No  license 
shall  be  considered  as  satisfactory  evi¬ 
dence  of  any  qualifying  experience  re¬ 
quired  by  the  regulations  In  this  part. 

(b)  No  original  license  shall  be  Issued 
to  any  person  unless  25  percent  of  the 
required  experience  has  been  obtained 
within  the  3  years  Immediately  preced¬ 
ing  the  date  of  application.  Service  in 
the  Armed  Forces  of  the  United  States 
shall  not  be  counted  in  computing  the  3 
years. 

(6)  No  original  license  shall  be  Issued 
to  any  naturalized  citizen  on  less  experi¬ 
ence  In  any  grade  or  capacity  than  would 
have  been  required  of  &  citizen  of  the 
United  States  by  birth. 

<d>  When  an  applicant  presents  evi¬ 
dence  of  service  or  experience  which  does 
not  meet  the  specific  requirements  of  the 
regulations  In  this  part,  such  service 
may  be  accepted  If  in  the  opinion  of  the 
Officer  In  Charge,  Marine  Inspection,  it 
is  a  reasonable  equivalent  thereto. 

§  187.10-25  Professional  examination. 

(a)  When  the  amount  and  character 
of  an  applicant's  experience  Is  found  to 
be  satisfactory  and  he  Is  eligible  In  all 
other  respects,  the  applicant  shall  be  ex¬ 
amined  In  writing  by  the  Officer  In 
Charge,  Marine  Inspection. 


(b)  When  the  license  application  of 
any  person  has  been  approved,  the  Offi¬ 
cer  In  Charge,  Marine  Inspection,  shall 
give  the  applicant  the  required  examina¬ 
tion  as  soon  as  practicable.  If  applicants 
for  license  cannot  be  examined  without 
material  delay  by  the  Officer  In  Charge, 
Marine  Inspection,  of  the  district  In 
which  the  application  is  made,  said  Offi¬ 
cer  in  Charge,  Marine  Inspection,  shall 
endeavor,  through  the  Coast  Guard  Dis¬ 
trict  Commander,  to  arrange  for  such 
*»MnLnat!on  by  some  other  Officer  In 
Charge.  Marine  Inspection. 

tc>  Examination  required  for  license 
as  operator  on  waters  other  than  ocean 
and  coastwise  is  contained  In  Subpart 
187  20.  Examination  In  Rules  of  the 
Road  Is  for  waters  upon  which  the  appli¬ 
cant  is  operating,  but  It  will  be  Incum¬ 
bent  upon  every  applicant,  should  he  at 
any  time  operate  on  waters  for  which 
the  Rules  of  the  Road  differ,  to  familiar¬ 
ize  himself  with  the  appropriate  Rules. 

(d)  Examination  required  for  license 
as  operator  on  limited  ocean  or  coast¬ 
wise  routes  la  contained  in  Subpart 
187.25.  Examination  is  required  In  In¬ 
ternational  and  Inland  Rules  of  the 
Road,  but  It  will  be  Incumbent  upon  ev¬ 
ery  applicant,  should  he  at  any  time  op¬ 
erate  on  waters  for  which  the  Rules  of 
the  Road  differ,  to  familiarize  himself 
with  the  appropriate  Rules. 

§  187.10--80  Character  check  and  refer¬ 
ences. 

(a)  The  Officer  In  Charge,  Marine  In¬ 
spection,  shall  require  every  applicant 
for  an  original  license  to  have  written 
endorsement  of  three  reputable  persons 
to  whom  he  Is  known,  and  if  the  docu¬ 
mentary  evidence  of  experience  indicates 
service  with  a  master  or  operator,  one  of 
the  three  endorsements  shall  be  from 
that  source,  If  It  can  be  obtained.  How¬ 
ever,  endorsements  need  not  be  required, 
at  the  discretion  of  the  Officer  In  Charge, 
Marine  Inspection,  when  an  applicant 
holds  a  currently  valid  license. 

(b)  Fingerprint  records  shall  be  sub¬ 
mitted  to  the  Commandant  on  each  ap¬ 
plicant  at  the  time  application  for  license 
Is  made,  except  when  an  applicant  holds 
a  currently  valid  license  fingerprint 
records  need  not  be  submitted.  The  ap¬ 
plication  of  any  person  may  be  rejected 
by  the  District  Commander  or  his  au¬ 
thorized  representative  when  derogatory 
Information  has  been  brought  to  his  at¬ 
tention  which  Indicates  that  the  appU* 
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cant's  habits  of  life  and  character  are 
such  as  to  warrant  the  belief  that  he 
cannot  be  entrusted  with  the  duties  and 
responsibilities  of  the  station  for  which 
he  made  application.  In  the  event  that 
an  applicant  Is  rejected  he  shall  be  ad¬ 
vised  that  he  may  submit  a  request  to  the 
Commandant  for  a  review  of  his  case. 
No  examination  shall  be  given  or  tem¬ 
porary  permit  issued  In  this  type 
case  pending  the  Commandants 
authorization. 

(c)  The  fact  that  an  applicant  for  an 
original  license  Is  on  probation  as  a  result 
of  action  under  Revised  Statute  4450,  as 
amended  (46  D.S.C.  239),  does  not  itself 
make  such  an  applicant  ineligible,  pro¬ 
vided  he  meets  all  the  requirements  for 
such  original  license.  However,  an  orig¬ 
inal  license  issued  under  those  circum¬ 
stances  will  be  subject  to  the  same 
probationary  conditions  as  were  imposed 
against  the  seaman's  certificates  or  li¬ 
censes  in  proceedings  under  Revised 
Statute  4450,  as  amended.  Any  such 
applicant  must  file  an  application  for  li¬ 
cense  In  the  usual  manner  and  the  of¬ 
fense  for  which  he  was  placed  on 
probation  will  be  considered  on  the 
merits  of  the  case  In  determining  his 
fitness  to  hold  the  license  applied  for. 
Nothing  in  the  regulations  In  this  sub- 
port,  however,  shall  be  construed  to  per¬ 
mit  an  applicant  to  be  examined  for  an 
original  license  during  any  period  when 
a  suspension  without  probation  or  a  revo¬ 
cation  imposed  pursuant  to  Revised 
Statute  4450,  aa  amended.  Is  effective 
against  his  license  or  certificate. 

Subparf  187.15 — Renewal  of  Licenses 

§  187.15-1  Requirement*  for  renewal 
of  license. 

<a>  Applicants  for  renewals  of  licensee 
are  charged  with  the  duty  of  establishing 
to  the  satisfaction  of  the  Coast  Guard 
that  they  possess  all  of  the  qualifications 
necessary  before  they  shall  be  Issued  a 
renewal  of  license. 

(b)  The  Officer  in  Charge,  Marine  In¬ 
spection,  shall,  before  granting  renewal 
of  license,  require  the  applicant  to  make 
written  application  on  Coast  Guard  Form 
CO-866,  license  and  Renewal  Applica¬ 
tion. 

<c)  Every  Officer  In  Charge,  Marine 
Inspection,  shall,  before  renewing  an 
existing  license  to  an  Operator  or  Ocean 
Operator  who  presents  evidence  of  hav¬ 
ing  served  under  the  authority  of  his 


License  within  the  three  years  next  pre¬ 
ceding  the  date  of  application  for  re¬ 
newal,  or  who  has  been  employed  In  a 
position  closely  related  to  the  operation 
of  vessels  during  the  same  three  year 
period,  require  that  such  operator  pre¬ 
sent  an  affidavit  that  he  has  reviewed 
within  the  three  months  next  preceding 
the  date  of  application,  the  Rules  of  the 
Road  applicable  to  the  waters  for  which 
he  is  licensed,  and  demonstrate  his 
knowledge  of  the  application  of  the 
Rules  of  the  Road. 

(d)  Every  Officer  In  Charge.  Marine 
Inspection,  shall,  before  renewing  an 
existing  license  to  an  operator  or  ocean 
operator  who  has  not  been  employed  on 
the  waters  for  which  he  Is  licensed,  or 
who  has  not  been  employed  In  a  position 
closely  related  to  the  operation  of  vessels 
during  the  three  years  next  preceding 
the  date  of  application  for  renewal,  sat¬ 
isfy  himself  that  such  licensed  operator  Is 
thoroughly  familiar  with  the  Rules  of  the 
Road  applicable  to  the  waters  for  which 
the  applicant  Is  licensed.  A  written  ex¬ 
amination  may  be  required  for  thin  pur¬ 
pose  or  the  applicant  may  be  examined 
orally  and  a  summary  of  the  oral  exam¬ 
ination  placed  in  the  operator's  license 
file. 

(e)  Upon  the  first  renewal  of  a  license 
after  July  30.  1973,  each  applicant  must 
demonstrate  a  knowledge  of  pollution 
abatement  equivalent  to  that  required 
for  an  original  license. 

(83  8tat  852  (42  U.S  C.  4321.  et  seq.) ) 
[CGFR  60-54,  25  FR  9349.  Sept.  29,  1960,  M 
amended  by  CGFR  64-19,  29  FR  7362,  June  B, 
1964;  CGFR  66-33.  31  FR  16300.  Dec.  6,  1966; 
COD  71-181R,  37  FR  28263.  Dec.  21,  1972J 

§187.15—5  Application  for  renewal. 

(a)  The  applicant  for  renewal  shall 
appear  In  person  before  an  Officer  In 
Charge,  Marine  Inspection,  except  where 
the  applicant  would  be  put  to  great  In¬ 
convenience  or  expense  to  appear  In  per¬ 
son  or  Is  engaged  In  a  service  that  neces¬ 
sitates  his  continuous  absence  from  tha 
United  States.  In  such  cases  the  license 
may  be  renewed  by  forwarding  the  fol¬ 
lowing  documents  to  the  Officer  in 
Charge,  Marine  Inspection,  of  the  office, 
which  Issued  the  license  to  be  renewed. 

(1)  A  letter  of  transmittal  indicating 
reasons  for  not  appearing  in  person  and 
stating  that  to  the  best  of  his  knowledge 
no  physical  Incapacity  exists,  together 
with  a  properly  executed  application  an 
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Coeat  Guard  Form  CO-MS,  License  and 
Renewal  Application. 

(2)  The  oath  of  office  on  the  form  pre¬ 
scribed  by  the  Coast  Guard,  which  has 
been  duly  executed  before  a  person  au¬ 
thorized  to  administer  oaths. 

(3)  The  license  to  be  renewed. 

(4)  Certification  by  a  United  States 
Public  Health  Service  Medical  Officer  or 
other  reputable  physician  that  color 
sense  is  normal. 

(COFR  60-64,  26  F.R.  8349,  Sept.  38,  I960,  u 
amended  by  CGFR  84-19,  39  Pit.  7362,  June  8, 
1964;  COFB  66-33,  81  P3.  16300,  Dec.  S.  1964] 

§  187.15-10  Fitness. 

(a)  No  license  shall  be  renewed  if  title 
has  been  forfeited  or  facts  which  would 
render  a  renewal  improper  have  come  to 
the  attention  of  the  Coast  Guard. 

§  187.15—15  Period  of  grace. 

(a)  A  license  shall  be  renewed  within 
12  months  after  the  date  of  expiration 
as  shown  on  the  license  held,  except 
when  an  applicant’s  license  has  expired 
beyond  the  12-month  period  of  grace 
during  the  time  of  the  holder’s  service 
with  the  Armed  Forces  or  the  Merchant 
Marine  and  there  was  no  reasonable  op¬ 
portunity  for  renewal.  The  period  of 
such  service  following  the  date  of  expira¬ 
tion  as  shown  on  the  license  shall  be 
added  to  the  12-month  period  of  grace. 

(b)  No  license  shall  be  renewed  more 
than  90  days  In  advance  of  the  date  Of 
expiration  thereof,  unless  there  are  ex¬ 
traordinary  circumstances  that  Justify 
a  renewal  beforehand  In  which  case  the 
reasons  therefor  must  appear  In  detail 
upon  the  records  of  the  Officer  In  Charge, 
Marine  Inspection,  renewing  the  ltcense. 
(CGFR  60-64,  26  PR.  9349.  Sept.  39,  1960, 
(Ui  amended  by  CGFR  61-9,  36  FJR.  3308, 
Apr.  19.  1961) 

§  1ST. 15-20  Physical  requirements. 

(a)  No  license  as  operator  shall  be  re¬ 
newed  except  upon  satisfactory  evidence 
that  the  color  sense  of  the  applicant  is 
normal.  The  satisfactory  evidence  may 
be  in  the  form  of  a  certificate  of  a  medi¬ 
cal  officer  of  the  U.S.  Public  Health  Serv¬ 
ice,  or  In  those  ports  where  testing  equip¬ 
ment  is  available,  upon  examination  by 
the  Officer  In  Charge,  Marine  Inspection, 
or  his  designated  representative.  In  ex¬ 
ceptional  cases  where  an  applicant  would 
be  put  to  great  Inconvenience  or  expense 
to  appear  before  a  medical  officer  cf  the 
U.S.  Public  Health  Service  and  facilities 


are  not  available  to  the  Officer  In  Charge. 
Marine  Inspection,  the  color  sense  ex¬ 
amination  and  certification  may  be  made 
by  a  reputable  physician. 

(1)  The  color  sense  will  be  tested  by 
means  of  a  pseudo-tsochromatlc  plate 
test,  but  any  applicant  who  fails  this 
test  will  be  eligible  If  he  can  pass  the 
"Williams”  lantern  test  or  equivalent. 
A  person  falling  the  pseudo-la ochrorcatlc 
plate  test  shall.  If  the  Public  Eealth 
Service  Station  at  which  he  is  undergoing 
test  is  not  equipped  with  a  lantern,  pay 
his  own  expenses  to  travel  to  such  sta¬ 
tion  as  Is  equipped  with  same. 

(2)  In  the  event  an  applicant  for  re¬ 
newal  of  license  as  operator  Is  pro¬ 
nounced  color  blind,  the  Officer  in 
Charge,  Marine  Inspection,  may  grant 
him  a  license  limited  to  service  during 
daylight  only. 

(b)  In  the  event  It  is  found  that  an 
applicant  for  renewal  of  license  obvious¬ 
ly  suffers  from  some  physical  or  mental 
infirmity  to  a  degree  that  In  the  opinion 
of  the  Officer  in  Charge,  Marine  Inspec¬ 
tion,  would  render  him  Incompetent  to 
perform  the  ordinary  duties  of  a  licensed 
operator,  the  applicant  shall  be  required 
to  undergo  an  examination  by  a  medical 
officer  of  the  Public  Health  Bervlce  to 
determine  his  competency.  If  the  appli¬ 
cant  subsequently  produces  a  certificate 
from  the  Public  Health  Service  to  the 
effect  that  his  condition  has  Improved 
to  a  satisfactory  degree,  or  Is  normal,  he 
shall  be  qualified  in  this  respect. 

(c)  Nothing  contained  in  this  section 
shall  debar  an  applicant  who  has  lost 
the  sight  of  one  eye  from  securing  a 
renewal  of  his  license  provided  he  Is 
qualified  in  all  other  respects,  and  the 
vision  in  his  one  eye  passes  the  test 
required  for  the  better  eye  of  an  appli¬ 
cant  possessed  of  both  eves. 

(CGFR  80-5*.  26  Fit.  9349.  Sept.  29,  1980,  a a 
amended  by  CGFR  63-57,  38  FJR.  551,  Jan.  22 
1963;  CGFR  68-139,  S3  F.R.  17793,  Not.  38. 
1968] 

§  187.15-25  Reissue  of  expired  license. 

(a)  Whenever  an  applicant  shall 
apply  for  renewal  of  his  license  for  the 
same  grade,  after  12  months  after  the 
date  of  its  expiration,  he  shall  be  re¬ 
quired  to  pass  an  examination  for  the 
same  grade  of  license  of  such  length  and 
scope  as  will,  in  the  Judgment  of  the 
Officer  in  Charge,  Marine  Inspection,  be 
sufficient  to  demonstrate  adequately  the 
continued  professional  knowledge  of  the 
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examinee,  except  that  no  professional 
examination  will  be  required  provided 
the  license  expired  during  the  time  of 
the  holder’s  service  with  the  Armed 
Forces  or  the  Merchant  Marine  and 
there  was  no  reasonable  opportunity  for 
renewal.  The  Officer  In  Charge,  Marine 
Inspection,  may  require  a  written  ex¬ 
amination  for  this  purpose. 

(b)  The  renewed  license  shall  receive 
the  next  higher  number  of  Issue  of 
present  grade. 

Subpart  1 87.20— Specific  Require¬ 
ments  for  Operators  on  Other  Than 

Ocean  and  Coastwise  Waters 
§187.20-1  General  application. 

(a)  The  regulations  In  this  subpart 
are  for  operators'  licenses  for  service  on 
waters  other  than  ocean  or  coastwise. 

(b)  All  motorboat  operators,  licensed 
under  the  provisions  of  the  Act  of  April 
25,  1940,  as  amended  (46  U.S.C.  526- 
B26u) ,  prior  to  the  effective  date  of  June 
1,  1958,  shall  be  eligible,  without  profes¬ 
sional  or  physical  examination  for  a 
license  as  operator  of -mechanically  pro¬ 
pelled  vessels  on  other  than  ocean  and 
coastwise  waters  of  the  same  scope  and 
limitations,  under  the  provisions  of  Act 
of  May  10,  1956  (46  U.S.C.  290-390g) ; 
Provided.  That  a  physical  examination 
may  be  required.  If,  In  the  opinion  of 
the  Officer  in  Charge,  Marine  Inspection, 
the  applicant  possesses  apparent  phys¬ 
ical  disabilities  which  would  give  reason¬ 
able  cause  to  doubt  his  physical  ability 
to  competently  serve  as  a  motorboat 
operator.  Application  for  the  issuance 
of  licenses  under  the  provisions  of  this 
paragraph  must  be  filed  before  June  1, 
1959,  unless  the  applicant  can  show  that 
because  of  active  military  service  be  was 
unable  to  flic  application  within  the  1- 
i'tar  period  provided,  Uie  actual  tuue 
spent  In  military  service  shall  not  be 
counted  In  computing  the  1  year. 

(c)  Any  sailboat  operator  or  barge 
operator  who  submits  satisfactory  docu¬ 
mentary  evidence  that  he  has  served  as 
operator  in  charge  of  passenger  sailboats 
or  passenger  barges  as  the  case  requires, 
for  a  period  of  at  least  1  year,  shall  be 
eligible,  without  professional  examina¬ 
tion.  for  a  license  as  sailboat  operator  or 
as  barge  operator  on  waters  other  than 
ocean  and  coastwise  under  the  same  con¬ 
ditions  as  outlined  in  paragraph  (b)  of 
this  section  except  that  a  physical  ex¬ 
amination  shall  be  required  If  the  appli¬ 


cant  holds  no  license  Issued  by  the  Coast 
Guard. 

§  187.20-5  General  requirement*. 

(a)  Any  person  who  has  attained  the 
age  of  18  years  and  Is  qualified  in  all 
other  respects  shall  be  considered  eligible 
for  an  operator’s  license  and  may  be  ex¬ 
amined  by  the  Coast  Guard. 

(b)  An  applicant  for  a  license  as  op¬ 
erator  shall  submit  satisfactory  evidence 
of  experience  as  follows: 

(1)  For  operator  of  mechanically  pro¬ 
pelled  vessels,  sailing  vessels,  or  non- 
se If -propelled  vessels,  he  shall  submit 
satisfactory  evidence  of  at  least  12 
months’  experience  In  the  operation  of 
the  type  of  vessel  specified  In  the  appli¬ 
cation. 

(2)  For  operator  of  auxiliary  sailing 
vessels,  he  shall  submit  satisfactory  evi¬ 
dence  of  at  least  18  months'  experience 
In  the  operation  of  mechanically  pro¬ 
pelled  vessels,  sailing  vessels  and  auxil¬ 
iary  sailing  vessels,  of  which  at  least  11 
months’  experience  has  been  In  the  op¬ 
eration  of  sailing  vessels  or  auxiliary 
sailing  vessels. 

[CQFR  80-64.  26  FR  8349,  Kept.  28,  1980,  U 
amended  by  COP®  88-32,  33  FR  6728,  Apr.  12. 
1968) 

§  187.20-10  Examination  for  operator* 
of  mechanically  propelled  vesael*. 

(а)  The  examination  will  consist  of 
questions  on  the  following: 

(1)  The  Rules  of  the  Road  applicable 
to  the  waters  over  which  the  applicant 
operates. 

(2)  Fire  protection  and  extinguish¬ 
ment. 

(3)  Lifesaving  equipment. 

(4)  The  operation  of  propelling  ma¬ 
chinery,  particularly  the  safe  and  proper 
handling  of  gasoline  and  gasoline 
engines 

(5)  The  operation  and  navigation  of 
motorboats  carrying  passengers. 

(б)  Simple  first  aid. 

(7)  Rules  and  regulations  of  this  sub¬ 
chapter  applicable  to  vessels  operating 
In  other  than  ocean  and  coastwise 
service. 

(8)  The  applicant  must  demonstrate 
to  the  satisfaction  of  the  Officer  In 
Charge.  Marine  Inspection,  his  knowl¬ 
edge  of  pollution  laws  and  regulations, 
procedures  for  discharge  containment 
and  cleanup,  and  methods  for  disposal  of 
sludge  and  waste  material  from  cargo 
and  fueling  operations. 
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(b)  Although  the  applicants  win  be 
examined  only  In  the  Rules  of  the  Road 
applicable  to  the  waters  upon  which  they 
are  operating.  It  will  be  Incumbent  upon 
them  should  they  at  any  time  operate 
on  waters  for  which  the  Rules  of  the 
Road  differ,  to  familiarize  themselves 
with  the  appropriate  rules. 

(83  stftt.  863  (43  V&.O.  4831,  at  aeq.)) 
(COim  80-64,  36  PA  8348,  Sept.  38,  1880, 
aa  amended  by  OQPR  68-83,  33  PA  6738, 
Apr.  12,  1968;  COD  71-161R,  37  FB  28363, 
Dec.  31,  1972] 

fi  187.20-15  Examination  for  sailboat 
operators. 

(a)  The  examination  will  consist  of 
questions  on  the  following: 

(1)  The  Rules  of  the  Road  applicable 
to  the  waters  over  which  the  applicant 
operates. 

(2)  Fire  protection  and  extinguish¬ 
ment. 

(3)  Lifesaving  equipment. 

(4)  The  operation  of  auxiliary  ma¬ 
chinery.  particularly  the  safe  and  proper 
handling  of  gasoline  and  gasoline  en¬ 
gines. 

(5)  The  operation  and  navigation  of 
sailboats  carrying  passengers. 

(6)  Simple  first  aid. 

(7)  Rules  and  regulations  of  this  sub¬ 
chapter  applicable  to  vessels  operating 
in  other  than  ocean  and  coastwise 
service 

(8)  The  applicant  must  demonstrate 
to  the  satisfaction  of  the  Officer  in 
Charge,  Marine  Inspection,  his  knowl¬ 
edge  of  pollution  laws  and  regulations, 
procedures  for  discharge  containment 
and  cleanup,  and  method  for  disposal  of 
sludge  and  waste  material  from  cargo 
and  fueling  operations. 

(b)  Although  the  applicants  will  be 
examined  only  ULthe  Rules  of  the  Road 
applicable  thfe  waters  upon  which  they 
are  operating.  It  will  be  Incumbent  upon 
them,  should  they  at  any  time  operate  on 
waters  for  which  the  Rules  of  the  Road 
differ,  to  familiarize  themselves  with  the 
appropriate  rules. 

(83  Stat.  863  (43  UA.O.  4331,  et  wq.)) 
(COFR  60-64,  26  FR  9348,  Sept.  28,  1860,  M 
amended  by  COD  71-161R,  87  FB  23263, 
Dec.  21, 1872] 

§  187.20-17  Examination  for  operator! 
of  auxiliary  sailing  vessels. 

(a)  The  examination  will  consist  of 
questions  on  the  following: 

(1)  The  Rules  of  the  Road  applicable 
to  the  waters  over  which  the  applicant 
operates. 


(2)  Fire  protection  and  extinguish¬ 
ment. 

(3)  Lifesaving  equipment. 

(4)  The  operation  of  propelling  ma¬ 
chinery,  particularly  the  safe  and  proper 
handling  of  gasoline  and  gasoline 
engines. 

(5)  The  operation  and  navigation  of 
auxiliary  sailing  vessels  carrying  pas¬ 
sengers. 

(6)  Simple  first  aid. 

(7)  Rules  and  regulations  of  this  sub¬ 
chapter  applicable  to  vessels  operating 
In  other  than  ocean  and  coastwise 
service. 

(8)  The  applicant  must  demonstrate 
to  the  satisfaction  of  the  Officer  In 
Charge,  Marine  Inspection,  his  knowl¬ 
edge  of  pollution  laws  and  regulations, 
procedures  for  discharge  containment 
and  cleanup,  and  methods  for  riigpomi 
of  sludge  and  waste  material  from  cargo 
and  fueling  operations. 

(b)  Although  the  applicants  will  be 
examined  only  In  the  Rules  of  the  Road 
applicable  to  the  waters  upon  which  they 
are  operating,  It  will  be  Incumbent  upon 
them,  should  they  at  any  time  operate 
on  waters  for  which  the  Rules  of  the 
Road  differ,  to  familiarize  themselves 
with  the  appropriate  rules. 

(83  gtat.  883  (43  TJJ3.0.  4331,  at  aeq.)) 
(COFR  68-32,  33  FR  6728.  Apr.  12, 1868:  COD 
71-1S1R,  87  FR  38263,  Dec.  27. 1873] 

9  187.20—20  Examination  for  barge  op. 
eratora. 

(а)  The  examination  will  consist  of 
questions  on  the  following: 

(1)  The  regulations  governing  barges 
applicable  to  the  waters  over  which  the 
applicant  operates. 

(2)  Fire  protection  and  extinguish¬ 
ment. 

(3)  Lifesaving  equipment. 

(4)  The  operation  of  auxiliary  ma¬ 
chinery,  particularly  the  safe  and  proper 
handling  of  gasoline  and  gasoline 
engines. 

(5)  The  operation  of  barges  carrying 
passengers. 

(б)  Simple  first  aid. 

Subport  1 87.25 — Specific  Require¬ 
ments  for  Ocean  Operators 
g  187.25—1  General  application. 

(a)  Vessels’  routes.  The  regulations 
in  this  subpart  are  tor  operators'  licenses 
for  limited  ocean  and  coastwise  servlot 
on  routes  not  to  exceed  100  miles  offshore 
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between  such  limits  ms  determined  by 
the  Officer  in  Charge.  Marine  inspection. 

(b)  Documentary  evidence  of  service. 
An  applicant  who  submits  satisfactory 
documentary  evidence  that  he  has  served 
as  operator  In  charge  of  ocean  or  coast¬ 
wise  passenger  motorboats,  motor  ves¬ 
sels  or  yachts  while  holding  a  license  as 
motorboat  operator,  for  a  period  of  at 
least  1  year,  shall  be  eligible,  without 
professional  or  physical  examination,  for 
a  license  as  operator  of  ocean  vessels  of 
a  class,  route  and  tonnage  commen¬ 
surate  with  his  experience:  Provided, 
That  a  physical  examination  may  be 
required,  if  in  the  opinion  of  the  Officer 
in  Charge.  Marine  Inspection,  the  appli¬ 
cant  possesses  apparent  physical  dis¬ 
abilities  which  would  give  reasonable 
cause  to  doubt  his  physical  ability  to 
competently  serve  as  operator  of  ocean 
vessels  and:  Provided  further.  That  6 
months  of  the  required  1  year  of  experi¬ 
ence  shall  have  been  within  the  S  yean 
immediately  preceding  the  date  of  appli¬ 
cation.  Application  for  the  issuance  of 
licenses  under  the  provisions  of  this 
paragraph  must  be  filed  before  July  1, 
1959,  unless  the  applicant  can  show  that 
because  of  active  military  service,  he  was 
unable  to  obtain  6  months'  service  within 
the  past  3  years  or  to  file  application 
within  the  1-year  period  provided,  the 
actual  time  spent  in  military  service  shall 
not  be  counted  in  computing  either  the 
3-year  period  or  the  1-year  period  speci¬ 
fied  in  this  paragraph. 

(1)  An  applicant  who  submits  satis¬ 
factory  documentary  evidence  that  he 
has  served  as  operator  in  charge  of  ocean 
or  coastwise  passenger  sailing  vessels,  or 
as  operator  in  charge  of  ocean  or  coast¬ 
wise  passenger  non-self-propelled  ves¬ 
sels.  as  the  case  requires,  for  a  period  of 
1  year,  shall  be  eligible,  without  profes¬ 
sional  examination,  for  a  licence  as 
operator  of  ocean  sail  propelled  vessels 
or  non-self-propelled  vessels  of  a  class, 
route  and  tonnage  commensurate  with 
his  experience  under  the  same  conditions 
as  outlined  in  this  paragraph,  except  that 
a  physical  examination  shall  be  required 
if  the  applicant  holds  no  license  issued 
by  the  Coast  Guard,  and  except  that  ap¬ 
plication  for  a  license  as  operator  of 
ocean  non-self-propelled  vessels  must  be 
filed  before  January  1,  1960. 

(c)  Routes  in  excess  of  100  miles,  if 
application  is  made  for  a  route  in  excess 
of  the  maximum  mileage  limitation  spec¬ 
ified  for  an  ocean  license,  in  order  that 


an  outlying  island  or  body  of  land  may 
be  Included  in  the  route,  the  complete 
application  file  shall  be  forwarded  to  the 
Commandant  for  evaluation.  In  arriv¬ 
ing  at  a  decision  In  each  individual  case, 
the  factors  that  will  be  considered  are 
the  amount  and  character  of  the  quali¬ 
fying  experience  of  the  applicant,  the 
necessity,  if  any,  for  additional  profes¬ 
sional  examination  beyond  that  specified 
in  ti  187.25-15  and  187.25-20  to  qualify 
the  applicant  for  the  increase  in  route 
and  the  recommendations  of  the  Officer 
in  Charge,  Marine  Inspection,  to  whom 
application  is  made. 

(d)  Minimum  age.  Any  person  who 
has  attained  the  age  of  19  years  and  is 
qualified  in  all  other  respects  shall  be 
eligible  for  a  license. 

(e)  Citizenship.  No  license  shall  be 
Issued  to  any  person  who  is  not  a  citizen 
of  the  United  States,  either  native-born 
or  fully  naturalized  except  that  a  resi¬ 
dent  alien  who  is  otherwise  eligible  for  a 
license  under  paragraph  (b)  of  this  sec¬ 
tion  shall  not  be  required  to  be  a  citizen. 
The  Officer  in  Charge.  Marine  Inspec¬ 
tion,  must  be  satisfied  as  to  the  bona  fide* 
of  all  evidence  of  citizenship  presented, 
and  may  reject  any  evidence  that  he- 
has  reason  to  believe  is  not  authentic^ 
Acceptable  evidence  of  citizenship  ts  de¬ 
scribed  below  In  the  order  of  its  desirabil¬ 
ity,  except  that  the  first  six  (6)  accept¬ 
able  methods  will  be  assigned  equal 
weight: 

(1)  Birth  certificate  or  certified  copy. 

(2)  Naturalized  citizens  must  present 
a  Certificate  of  Naturalization. 

(3)  Baptismal  certificate  or  parish  re¬ 
cord  recorded  within  one  year  after 
birth. 

(4)  Statement  of  a  practicing  physi¬ 
cian  certifying  that  he  attended  the  birth 
and  that  he  has  a  record  in  his  possession 
showing  the  date  on  which  it  occurred. 

(5)  State  Department  passport. 

(6)  A  commission  In  the  United  States 
Navy,  Marine  Corps,  Coast  Guard,  either 
regular  or  reserve;  or  satisfactory  doc¬ 
umentary  evidence  of  having  been  com¬ 
missioned  in  one  of  these  services  sub¬ 
sequent  to  January  1, 1936,  provided  such 
commission  or  evidence  shows  the  holder 
to  be  a  citizen. 

(7)  A  continuous  discharge  book,  cer¬ 
tificate  of  Identification  or  merchant 
mariner's  document  Issued  by  the  Coast 
Guard  or  by  the  former  Bureau  of  Ma¬ 
rine  Inspection  and  Navigation  which 
shows  the  holder  as  an  American  citizen 


i  117.85-5 


Tit!*  46— Shipping 


provided  the  record*  indicate  that  the 
holder  o f  such  continuous  discharge 
book,  certificate  of  Identification,  or 
merchant  mariner's  document  produced 
satisfactory  evidence  of  his  citizenship 
at  the  time  of  the  Issuance  of  the  same. 

(8)  Delayed  certificate  of  birth.  If  an 
applicant  claiming  to  be  a  citizen  of  the 
United  States  submits  a  delayed  certifi¬ 
cate  of  birth  Issued  under  a  State’s  seal. 
It  may  be  accepted  as  prlma  fade  evi¬ 
dence  of  citizenship  In  the  absence  of  any 
collateral  facts  Indicating  fraud  In  Its 
procurement. 

(9)  For  persons  deriving  citizenship 
through  naturalization  of  their  parents, 
a  Certificate  of  Citizenship  Issued  by  the 
United  States  Immigration  and  Naturali¬ 
zation  Service  is  acceptable  as  documen¬ 
tary  evidence  of  citizenship. 

(10)  If  no  one  of  the  requirements  set 
forth  in  paragraphs  (e)(1)  to  (9)  of  this 
section  can  be  met  by  the  applicant, 
he  should  make  a  statement  to  that 
effect,  and  In  an  attempt  to  establish 
citizenship  he  may  submit  for  considera¬ 
tion  data  of  the  following  character: 

(1)  Report  of  the  Census  Bureau  show¬ 
ing  the  earliest  record  of  age  or  birth 
available.  Request  for  such  Information 
should  be  addressed  to  the  Director  of 
the  Census,  Washington  35,  D  C.  In 
making  such  request,  definite  Informa¬ 
tion  must  be  furnished  the  Census 
Bureau  as  to  the  place  when  the  first 
census  was  taken  after  birth  of  the  ap¬ 
plicant,  giving  the  name  of  the  street 
and  number  of  the  house  or  the  names 
of  the  cross  streets  between  which  the 
house  was  located  if  residing  In  a  city; 
or  the  name  of  the  town,  township,  pre¬ 
cinct,  magisterial  district,  militia  district, 
beat  or  election  district  If  residing  In 
the  country,  also  the  names  of  parents, 
or  the  names  of  other  persons  with  whom 
residing  on  the  date  specified. 

Not*:  A  census  was  taken  In  tbs  following 
years:  June  1, 1800. 1870. 1880  and  1900;  Aprtl 
15.  1010:  January  1.  1090:  Aprtl  1.  18S0;  April 
1040:  and  Aprtl  1050.  Records  for  1800  an 
not  a  reliable. 

(11)  Affidavits  of  parents  or  relatives 
or  affidavits  by  two  or  more  responsible 
citizens  of  the  United  States,  stating 
citizenship;  school  records;  Immigration 
records;  or  Insurance  policies. 

(R.S.  4131.  as  amended,  sees.  6  and  7, 1935,  as 
amended,  1936,  as  amended,  sec.  302,  40  Stat. 
1002.  as  amended;  4S  U.S.C.  221,  672a,  689, 
1332)  |COFR  60-54,  25  F.R.  0340,  Sept.  20, 
I960,  as  amended  by  COPR  68-32,  33  FJR. 
6728,  Apr.  12, 1068] 


( 187.25-5  Service  requirements,  me¬ 
chanically  propelled  vessels. 

(a)  The  minimum  service  required  to 
qualify  an  applicant  for  examination  for 
a  license  aa  operator  of  mechanically 
propelled  vessels  In  ocean  service  Is: 

(1)  One  year's  service  as  a  licensed 
motorboat  operator  of  motorboats  carry¬ 
ing  six  or  less  passengers  for  hire  on 
ocean  or  coastwise  waters;  or, 

(2)  Two  years’  deck  department  serv¬ 
ice  in  the  operation  of  ocean  or  coastwise 
motorboats  or  anall  motor  vessels;  or, 

(3)  One  year’s  service  as  able  seaman 
on  ocean  or  coastwise  steam  or  motor 
vessels,  together  with  1  year’s  deck 
department  service  in  the  operation  of 
ocean  or  coastwise  motorboats  or  small 
motor  vessels;  all  of  which  service  shall 
have  been  acquired  while  holding  a  mer¬ 
chant  mariner's  document  endorsed  as 
“able  seaman,  any  waters,  unlimited,’*  or 
as  “able  seaman,  any  waters,  12  months.** 

(b)  All  service  required  by  this  section 
shall  consist  of  actual  service  performed. 
Accordingly,  seasonal  service  shall  only 
be  credited  for  the  actual  time  served. 
(COPR  68-82.  S3  TJL  5728.  Apr.  12,  1068] 

g  187.25-10  Service  requirement*,  MO 
propelled  vesaela. 

(a)  The  minimum  service  required  to 
qualify  an  applicant  for  examination  for 
a  license  as  operator  of  sail  propelled 
vessels  In  ocean  service  Is: 

(1)  Two  years’  service  as  operator  to 
charge  of  ocean  or  coastwise  sail  vessels 
carrying  passengers;  or, 

(2)  Three  years’  service  In  the  opera¬ 
tion  of  ocean  or  coastwise  sail  vessels. 

g  187.25-11  Service  requirements,  aux¬ 
iliary  sailing  vessel. 

(a)  The  minimum  service  required  to 
qualify  an  applicant  for  examination  for 
a  license  as  operator  of  auxiliary  sailing 
vessels  In  ocean  service  Is: 

(1)  One  year’s  service  as  a  licensed 
motorboat  operator  on  ocean  or  coastwise 
waters  and  2  years’  service  in  the  opera¬ 
tion  of  ocean  or  coastwise  sailing  vessels; 
or, 

(2)  18  months'  deck  department  serv¬ 
ice  In  the  operation  of  ocean  or  coastwise 
motorboats  or  small  motor  vessels  and  2 
years’  service  In  the  operation  of  ocean 
or  coastwise  sailing  or  auxiliary  Balling 
vessels;  or, 

(3)  One  year’s  deck  department  sendee 
In  the  operation  of  ocean  or  ooastwlse 
motorboats  or  small  motor  vessels  wbU* 
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bolding  ft  motorboat  operator's  Uoense  or 
•  license  u  operator  of  mechanically 
propelled  vessels  and  2  years'  service  In 
the  operation  of  ocean  or  coastwise  sail¬ 
ing  or  auxiliary  sailing  vessels. 

(4)  One  year's  service  In  the  operation 
of  ocean  or  coastwise  sailing  or  auxiliary 
sailing  vessels  while  holding  a  license  as 
operator  of  mechanically  propelled  ves¬ 
sels  In  ocean  service;  or, 

(5)  Six  months'  service  In  the  deck 
department  of  mechanically  propelled 
vessels  In  ocean  service  while  holding  a 
license  as  operator  of  sailing  vessels  In 
ocean  service. 

(oofb  ea-sa.  ss  tjl  sne.  Apr.  is.  lseaj 

S  187.25-12  Service  requirements,  non¬ 
self-propelled  vessels. 

(a)  The  minimum  service  required  to 
qualify  an  applicant  for  examination  for 
a  license  as  operator  of  non-self-pro¬ 
pelled  vessels  In  ocean  service  Is: 

(1)  Two  years’  deck  service  on  ocean 
or  coastwise  non-self -propelled  vessels; 
or. 

(2)  One  year’s  deck  service  on  ocean 
or  coastwise  non-self-propelled  vessels 
while  holding  a  license  as  operator  of 
non-self -propelled  vessels  upon  waters 
other  than  ocean  and  coastwise;  or, 

(3)  One  year’s  deck  service  on  ocean 
or  coastwise  moored  non-self -propelled 
passenger  vessels  for  a  license  restricted 
to  such  moored  vessels. 

(4)  Where  more  than  80  percent  of 
the  service  required  by  paragraph  (a)  (1) 
or  (2)  of  this  section  has  been  on 
non-towed  or  moored  non-self-pro¬ 
pelled  vessels,  the  license  shall  be  re¬ 
stricted  to  such  vessels. 

1 187.25-15  Examination  for  operator 
of  ocean  mechanically  propelled  vee- 
eels. 

(a)  An  applicant  for  a  license  as 
operator  of  ocean  medhmr'cally  pro¬ 
pelled  vessels  shall  be  required  to  pass  a 
satisfactory  examination  as  to  w- 
knowledge  of  the  subjects  listed  in  this 
•action: 

(1)  Use  of  a  nautical  chart  and  the 
meaning  of  the  various  symbols  and  ab¬ 
breviations  thereon;  determining  and 
laying  off  compose  ooursee  and  distances 
on  a  chart  and  allowing  for  set  and  drift 
of  currents;  fixing  a  vessel's  position  by 
bearings  of  fixed  ob)ect(t) . 

(2)  International  and  Inland  Raise  of 
the  Road. 

(8)  Practical  application  of  variation 
and  deviation  of  tha  magnetic  scmpasi 


and  simple  methods  of  determining  the 
compass  error. 

(4)  Rudimentary  seamanship,  in¬ 
cluding: 

(t)  The  use  and  construction  of  a  sea 
anchor. 

(11)  Temporary  repairs  to  the  hull  In 
the  event  of  springing  a  leak. 

(ill)  Man  overboard  procedure  In  the 
handling  of  the  boat  and  recovering  the 
person. 

(lv)  Proper  anchoring,  mooring  and 
unmooring  procedures. 

(v)  Handling  vessel  In  heavy  weather. 

(5)  Aids  to  navigation,  including  the 
basic  buoyage  system  of  the  United 
States.1 

(6)  Local  winds,  weather,  and 
currents.1 

(7)  Local  navigational  features  and 
conditions.1 

(8)  simple  first  aid.  Including  artifi¬ 
cial  respiration. 

(9)  Elementary  signals.  Including: 

(I)  Storm  signals. 

(II)  Distress  signals. 

(10)  The  use  and  reading  of  weather 
bulletins. 

(11)  The  use  and  reading  of  an  aner¬ 
oid  barometer. 

(12)  Lifesaving  and  firefighting  equip¬ 
ment,  Including  precautions  to  be  taken 
against  fire,  explosion  from  oil  or  gaso¬ 
line  and  methods  of  dealing  with  fire,  the 
use  of  fin  extinguishers,  and  the  han¬ 
dling  of  the  vessel  after  fire  Is  discovered. 

(12~a)  The  applicant  must  demon¬ 
strate  to  the  satisfaction  of  the  Officer 
In  Charge,  Marine  Inspection,  his  knowl¬ 
edge  of  pollution  laws  and  regulations, 
procedures  for  discharge  containment 
and  cleanup,  and  methods  for  disposal 
of  sludge  and  waste  material  from  cargo 
and  fueling  operations. 

(13)  Rules  and  regulations  of  this  sub- 
chapter  applicable  to  ocean  and  coast¬ 
wise  vessels. 

(14)  The  operation  of  propelling  ma¬ 
chinery,  particularly  the  safe  and  proper 
hM»tiin|  of  p*-11"-  ms  gasoline 
englnae. 

(18)  Such  further  examination  as  the 
Officer  In  Charge.  Marine  Inspection, 
may  consider  necessary  to  **f*KW*t* 


1  The  part  of  examination  for  theee  eub- 
Jeete  will  be  baaed  upon  material  contained 
in  the  UA.  Coaat  Pilot,  Light  Llete,  and  Tide 
and  Current  Tablee  applicable  to  the  area 
for  which  the  licence  la  to  be  valid. 
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applicant’s  proficiency  tot  the  route  to 
be  navigated. 

(83  Stat.  863  (43  UJS.O.  4831,  at  geq.)) 
fCOPB  00-64,  36  PR  0349,  Sept.  39,  1909  U 
amended  by  COD  71-161R,  37  PR  38368. 
Dec.  31, 1972] 

I  187.25-20  Examination  for  operator 
of  ocean  sail  propelled  vessel*. 

(a)  An  applicant  for  a  license  as  oper¬ 
ator  of  ocean  sail  vessels  of  less  than  ioo 
gross  tons  shall  be  required  to  pass  a 
satisfactory  examination  as  to  his  knowl¬ 
edge  of  the  subjects  listed  in  this  para¬ 
graph: 

(1)  Use  of  a  nautical  chart  and  the 
meaning  of  the  various  symbols  and  ab¬ 
breviations  thereon;  determining 
laying  off  compass  courses  and 

on  a  chart,  and  allowing  for  set  and  drift 
of  currents;  fixing  a  vessel's  position  by 
bearings  of  fixed  object(s) . 

(2)  International  and  inland  Rules 
of  the  Road. 

(3)  Practical  application  of  variation 
and  deviation  of  the  magnetic  compass 
and  simple  methods  of  determining  the 
compass  error. 

(4)  Rudimentary  seamanship,  includ¬ 
ing: 

(I)  The  use  and  construction  of  a  sea 
anchor. 

(II)  Temporary  repairs  to  the  hull  in 
the  event  of  springing  a  i«a 

(ill)  Man  overboard  procedure  In  the 
handling  of  the  boat  and  recovering  the 
person. 

(iv)  Proper  anchoring,  mooring  ■»»* 
unmooring  procedures. 

(v)  Handling  vessel  in  heavy  weather, 

(v?  The  setting  and  on  of  a 

fore  and  aft  sail  and  others  relating  to 
the  handling  of  sails  and  sailing  vessels. 

(5)  Aids  to  navigation,  including  the 
basic  buoyage  system  of  the  United 
States.1 

(«)  laical  winds,  weather,  and  cur¬ 
rents.1 

(7)  local  navigational  features  and 
conditions.' 

(8)  Simple  first  aid,  itiaiwywy  artifi¬ 
cial  respiration. 

(9)  Elementary  si  anal*  Including: 

(I)  Storm  signals. 

(II)  Distress  signals. 

(10)  The  use  and  reading  of  waatte 
bulletins. 

(11)  The  use  and  reading  of  an  aner¬ 
oid  barometer. 

Sw  footnote  to  1 18736-16. 


(12)  Lifesaving  and  firefighting 
equipment  Including  precautions  to  be 
taken  against  fire,  explosion  from  oil  or 
gasoline  and  methods  of  rinding  vrlth 
fire,  the  use  of  fire  extinguishers  and  the 
handling  of  the  vessel  alter  fire  is  dis¬ 
covered. 

(12-a)  The  applicant  must  demon¬ 
strate  to  the  satisfaction  of  the  Officer 
in  Charge,  Marine  Inspection,  his  knowl¬ 
edge  of  pollution  laws  and  regulations, 
procedure  for  discharge  containment 
and  cleanup,  and  method  for  disposal  oT 
sludge  and  waste  material  from  cargo 
and  fueling  operations. 

(13)  Rules  and  regulations  of  this 
aubchapter  applicable  to  ocean  and 
coastwise  vessels. 

(14)  The  operation  of  auxiliary  ma¬ 
chinery,  particularly  the  safe  and  proper 
handling  of  gasoline  and  gamut™. 
engines. 

(15)  8uch  further  u  the 

Officer  in  Charge,  Marine  inspection, 
may  consider  necessary  to  establish  the 
applicant’s  proficiency  for  the  route  to 
be  navigated. 

(88  s tat.  863  (43  UR.O.  4831,  at  Mq.)) 
fcara  00-64,  36  FR  9349,  Sept.  39,  1909  u 
OQD  71~lflia’  87  «*  a82«3- 

§  187.25—21  Examination  for  operator 
of  auxiliary  Bailing  vessels  in  ocean 
service. 


<a>  An  applicant  for  a  license  as  op¬ 
erator  of  ocean  auxiliary  sailing  vessels 
of  less  than  100  gross  tons  shall  be  re¬ 
quired  to  pass  a  satisfactory  examlna- 
tion  as  to  his  knowledge  of  the  subjects 
listed  In  this  paragraph: 

(1)  Use  of  a  nautical  chart  and  the 
meaning  of  the  various  symbols  and  ab¬ 
breviations  thereon:  determining  and 
laying  off  compass  courses  and  distances 
°n  a  chart,  and  allowing  for  set  and  drift 
of  currents;  fixing  a  vessel’s  position  by 
bearings  of  fixed  object  (s) . 

International  and  Inland  Rules  of 
the  Road. 

Practical  application  of  variation 
ana  deviation  of  the  magnetic  compam 
and  simple  methods  of  determining  the 
compass  error. 

(4)  Rudimentary  seamanship,  includ¬ 
ing; 

(i)  The  use  and  construction  of  a  sea 
anchor. 

(U)  Temporary  repairs  to  the  hull  to 
the  event  of  springing  a  leak 
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(ill)  Man  overboard  procedure  In  the 
handling  of  the  boat  and  recovering  the 
person. 

(iv)  Proper  anchoring,  mooring  and 
unmooring  procedures. 

(v)  Handling  vessel  in  heavy  weather. 

(vl)  The  setting  and  taking  In  of  a  fore 

and  aft  sail  and  others  relating  to  the 
handling  of  sails  and  sailing  vessels. 

*  (5)  Aids  to  navigation.  Including  the 
basic  buoyage  system  of  the  United 
States. 

(6)  Local  winds,  weather,  and  cur¬ 
rents. 

(7)  Local  navigational  features  and 
conditions. 

(8)  Simple  first  aid.  Including  arti¬ 
ficial  respiration. 

(9)  Elementary  signals,  Including : 

(I)  Storm  signals. 

(II)  Distress  signals. 

(10)  The  use  and  reading  of  weather 
bulletins. 

(11)  The  use  and  reading  of  an  aner¬ 
oid  barometer. 

(12)  Lifesaving  and  firefighting  equip¬ 
ment  Including  precautions  to  be  taken 
against  fire,  explosion  from  oil  or  gaso¬ 
line  and  methods  of  dealing  with  fire, 
the  use  of  fire  extinguishers  and  the 
handling  of  the  vessel  after  fire  Is  dis¬ 
covered. 

(12-a)  The  applicant  must  demon¬ 
strate  to  the  satisfaction  of  the  Officer  In 
Charge,  Marine  Inspection,  his  knowl¬ 
edge  of  pollution  laws  and  regulations, 
procedures  for  discharge  containment 
and  cleanup,  and  methods  for  disposal 
of  sludge  and  waste  material  from  cargo 
and  fueling  operations. 

(13>  Rules  and  regulations  of  this 
subchapter  applicable  to  ocean  and 
coastwise  vessels. 

(14)  The  operation  of  propelling 
machinery,  particularly  the  safe  and 
proper  handling  of  gasoline  and  gasoline 
engines. 

(15)  Such  further  examination  as  the 
Officer  In  Charge,  Marine  Inspection,  may 
consider  necessary  to  establish  the  ap- 

•  pllcant’s  proficiency  for  the  route  to  be 
navigated. 

(b>  If  the  applicant  Is  a  bolder  of  a 
valid  license  as  operator  of  mechanically 

1  propelled  vessels  In  ocean  service,  be  will 
be  required  to  pass  a  satisfactory  ex¬ 
amination  In  the  following  subjects: 

(1)  International  and  Inland  Rules  of 
the  Road. 


(2)  The  setting  and  taking  In  of  a 
fore  and  aft  sail  and  others  relating  to 
the  handling  of  sails  and  sailing  vessels. 

(e>  If  the  applicant  Is  the  holder  of 
a  valid  license  as  operator  of  ocean  sail¬ 
ing  vessels,  he  will  be  required  to  pass  an 
examination  in  the  following  subjects: 

(1)  International  and  Inland  Rules  of 
the  Road. 

(2)  The  operation  of  propelling  ma¬ 
chinery,  particularly  the  safe  and  proper 
handling  of  gasoline  and  gasoline  en¬ 
gines. 

(83  Stat.  863  (43  UA.C.  4831,  et  aeq.)) 
[COFR  68-32,  33  FR  6728,  Apr.  13,  1008;  COD 
71-161R.  37  FR  28283,  Dec.  31, 1073] 

§  187.25-22  Examination  for  operator 
of  ocean  non-»elf -propelled  vessels. 

(a)  An  applicant  for  a  license  as  oper¬ 
ator  of  ocean  non-self -propelled  vessels 
shall  be  required  to  pass  a  satisfactory 
examination  as  to  his  knowledge  of  the 
subjects  listed  In  this  paragraph: 

(1)  All  subjects  required  by  1  187.20-20 
for  a  license  as  operator  of  non-self- 
propelled  vessels  upon  waters  other  than 
ocean  and  coastwise. 

(2)  Such  further  examination  as  the 
Officer  In  Charge.  Marine  Inspection, 
may  consider  necessary  to  establish  the 
applicant’s  proficiency  for  the  route  to 
be  navigated. 

§  187.25-25  Additional  routes. 

(a)  A  licensed  operator  of  mechani¬ 
cally  or  sail  propelled  ocean  vessels  who 
applies  for  an  endorsement  to  his  license 
of  an  additional  route,  which  embraces 
additional  navigational  hazards,  may  be 
required,  at  the  discretion  of  the  Officer 
In  Charge.  Marine  Inspection,  to  show 
service  on  the  waters  for  which  the  en¬ 
dorsement  is  requested.  However,  ap¬ 
plicants  shall  not  be  required  to  show 
more  than  3  months’  service,  or  12  tripe 
within  one  year.  Each  applicant  for 
endorsement  of  an  additional  route  on 
his  license  shall  be  examined  on  the  fol¬ 
lowing  subjects,  except  that  examina¬ 
tion  on  International  and  Inland  Rules 
of  the  Road  shall  be  required  not  more 
than  once  a  year: 

(1)  International  and  Inland  Rules  of 
the  Road. 

(2)  Aids  to  navigation  on  route.1 

(3)  Local  winds,  weather  and  cur¬ 
rents.' 

(4)  Local  navigational  features  and 
conditions.' 

See  footnote  to  1 187.26-15. 
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<4-a)  The  application  must  demon¬ 
strate  to  the  satisfaction  of  the  Officer  In 
Charge,  Marine  Inspection,  his  knowl¬ 
edge  of  pollution  laws  and  regulations, 
procedures  for  discharge  containment 
and  cleanup,  and  methods  for  disposal 
of  sludge  and  waste  material  from  cargo 
and  fueling  operations. 

(5)  Such  further  examinations  as  the 
Officer  in  Charge,  Marine  Inspection, 
may  consider  necessary  to  establish  the 
applicant’s  proficiency  for  the  route  to 
be  navigated. 

(S3  Btat.  853  (43  U.8.0.  4331,  et  seq.)) 
[CGFR  CO-54,  35  FR  9340,  Sept.  29.  1960  U 
amended  at  COD  71-161B,  37  7B  38383, 
Dec.  31. 1073] 


Subpart  187.30— Action  Against 
Licenses 

1 187.50-1  General  application. 

(a)  All  licenses  Issued  by  the  Coast 
Guard  are  subject  to  suspension  or  revo¬ 
cation  as  provided  under  the  provisions 
of  46  U.S.  Code,  section  239,  and  the  reg¬ 
ulations  promulgated  thereunder  in  Part 
137  in  Subchapter  K  (Marine  Investi¬ 
gations  and  Suspension  and  Revocation 
Proceedings)  of  this  chapter. 

(Interpret  or  apply  BS.  4460,  aa  amended, 
aeo.  a,  88  Stat.  484;  48  UJB.C.  339.  339b) 
[COFR  63-37.  37  FB.  9878.  Oct.  8.  1983.  aa 
amended  by  CGFR  68-32,  33  F.R.  5729,  Apr. 
13.  19681 


INDEX 

SUBCHAPTER  T— SMALL  PASSENGER  VESSELS  (UNDER  100  GROSS  TONS) 


A 

Beetion 

Accessories  (less  than  50  volts) _  183.05-35 

Accommodations,  crew  and  passenger _ Subparts  177.25,  177.30 

American  Boat  and  Yacht  Council,  Inc.  (ABYC) - 175.27-5 

Alterations  and  repairs _ Subpart  176.20 

Appeals,  right  of _ Subparts  175.30,  187.05-35 

Applicability  of  regulations _  175.05-1,  175.05-3 

Approved,  definition _ 175.10-1 

Approved  type,  definition - 175.10-2 

Authority - - Subpart  175.01 

Auxiliary  machinery - Subpart  182.10 

Auxiliary  steering  apparatus _ ...... .... — - — - -  182.30-5 


B 

Ballast  discharge _ _ _ 

Ballast  systems - 

Batteries  (less  than  50  volts) _ 

Bilge  piping  system - 

Bilge  pumps - 

Boilers,  auxiliary;  installation - 

Boilers,  Inspection - 

Bulkhead,  collision _ 

Bulkhead  deck,  definition - 

Bulkheads,  watertight; 

Construction,  general — _ _ 

Hatches  and  coamings - 

Hull  penetrations  and  shell  connections. 

Location  - - - 

Open  boats - — 

Requirements - 

Buoyant  apparatus - 

Buoyant  apparatus  equipment  for - 


Subpart  155.390 

_  182.25-15 

_  183.05-20 

_  182.25-5 

_  182.25-10 

_  182.10-5 

_ 176.25-30 

.  Subpart  178.15 
_  178.05-1 

_  178.25-1 

Subpart  178.35 
.  Subpart  178.40 
Subpart  178.20 

.  178.30-7 

.  Subpart  178.10 
Subpart  180.10 
.  Subpart  180.15 


c 

Carbon  dioxide  extinguishing  system : 

Amount  of  CO.  gas  required - 

Closing  of  openings - 

Controls - 

Cylinders  - 


181.20-10 

181.20- 35 

181.20- 15 

181.20- 30 
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Carbon  dioxide  extinguishing  system — Continued  section 

Discharge  outlets _ 181.20-25 

Piping  . 181.20-20 

Where  required _  181.20-1 

Carburetors  _  182.15-7 

Carriage  of  passengers  for  hire,  definition _ 175.10-28 

Casualty,  notice  of _ Subpart  185.15 

Certificate  of  inspection: 


Amendment _ 176.01-35 

Application  for _ 176.01-10 

Compliance  with  provisions  of _  185.20-1 

Convention,  posting _ 176.35-25 

Description  _  176.01-5 

Duration  _  176.35-30 

Exemption  _  176.35-20 

How  to  obtain  or  renew _ 176.01-10 

Passengers  permitted _ 176.01-25 

Period  of  validity . 176.01-15 

Permit  to  carry  excursion  party _ 176.01-30 

Permit  to  proceed  to  another  port  for  repairs _ 176.01-27 

Posting  _ 176.01-40 

Renewal  _ 176.01-10 

Routes  permitted _ 176.01-20 

When  required — S _  176.01-1 

When  required — L _  176.01-3 


Certificates,  International  Convention  for  Safety  of  Life  at  Sea,  1960: 


Duration  _  176.35-30 

Exemption  Certificate _  176.35-20 

Passenger  Ship  Safety  Certificate _  176.35-15 

Posting  . .  176.35-25 

Circuit  breakers  (less  than  50  volts) _  183.05-30,  183.10-35 

Classification  societies,  recognized: 

Adoption  of  standards _ _ _ _ _ _ _  175.27-1,  177.10-1 

Definition  _ 175.10-31 

Coast  Guard  District  Commander,  definition _  175.10-7 

Coastwise,  definition - 175.10-3 

Cockpit,  definition _ 178.05-0 

Commandant,  definition _ 175.10-5 

Compass _ - _ Subpart  184.20 

Construction  and  arrangement: 

Alteration  of  vessel _ _ _ _ _ _ _ Subpart  179.15 

Application _  177.01-1 

Collision  bulkhead - Subpart  178.15 

Crew  accommodations _ Subpart  177.25 

Deck  rails _  177.35-1 

Drainage  of  weather  decks _ Subpart  178.30 

Guards  in  hazardous  places _  177.35-15 

Hatches  and  coamings _ Subpart  178.35 

Hull  penetrations  and  shell  connections _ Subpart  178.40 

Hull  structure - Subpart  177.10 

Intent  -  177.01-5 

Means  of  escape - Subpart  177.15 

Passenger  accommodation _ Subpart  177.30 

Plans  - Subpart  177.05 

8eatlng  -  177.30-1 

Storm  rails _  177.35-5 

Structural  standards _ 177.10-1 

Toilet  facilities _  177.30-5 

Vehicles,  guards,  rails,  etc.,  for  runways  on  vessels _  177.35-10 

Ventilation  for  closed  places _ 177,20-7 

Ventilation  for  crew  quarters  and  passenger  spaces _  177.20-5 

Watertight  bulkheads _ Subpart  178.25 

Controls  _ 181.20-15 
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Section 

Cooking  and  heating -  183.10-45,  Subpart  184.05 

Crew  accommodations _ Subpart  177.25 


D 

Definition  of  terms  used : 

Approved  - 175.10-1 

Approved  type _  175.10-2 

Auxiliary  sailing  vessel _ 175.10-38 

Bulkhead  deck _  178.05-1 

Coast  Guard  District  Commander _  175.10-7 

Coastwise  _  175.10-3 

Cockpit  _ 178.05-9 

Commandant _  175.10-5 

Exposed  waters _ _ _  178.05-15 

Ferry  _  175.10-9 

Flush  deck _  178.05-7 

Great  Lakes _ 175.10-11 

Headquarters _  175.10-13 

Lakes,  bays,  and  sounds _ 175.10-17 

Length  _ 175.10-19 

Marine  inspector  or  inspector _ 175.10-21 

Non-self -propelled  vessel _ _ _ 175.10-23 

Ocean  _ 175.10-25 

Officer  in  charge,  marine  inspection - - -  175.10-26 

Open  boat _  178.05-13 

Partially-protected  waters _  178.05-17 

Passenger  _  175.10-27 

Pilothouse  control _ 175.10-29 

Protected  waters _  178.05-19 

Recognized  classification  society - 175.10-31 

Rivers  _  175.10-33 

Rules  of  the  Road _  175.10-35 

Sailing  vessel _  175.10-36 

Vessel _ -  175.10-37 

Watertight  _  178.05-3 

Weathertight _  178.05-5 

Well  deck _ _ _ 178.05-11 

Diesel  engines _ Subpart  182.20 

Distress  signals  _ Subpart  180.35 

Drainage  of  weather  decks - Subpart  178.30 

Drills  _  185.25-10 

Drydocking  or  hauling  out - Subpart  176. 15 

Notice  of _ 176.15-10 

Scope  of  drydock  examination. -  176.15-5 

When  required _  176.15-1 


E 

Electrical  installation: 

Application - 

Intent  .1 _ 

Special  consideration - 

Standards  and  requirements - 

Electrical  installations  operating  at  potentials  of  50  volts  or  more: 

Application  - 

Disconnect  switches  and  devices - 

Distribution  and  circuit  loads - 

Equipment  protection  and  enclosures - 

Generators  and  motors - 

Heating  and  cooking  equipment - 

Main  distribution  panels . . . 

Overcurrent  protection  for  motors  and  motor  branch  circuits 

Overcurrent  protection,  general - 

Shore  power - - - 

Wiring  methods  and  materials - 


183.01-1 

183.01-5 

183.01-10 

183.01-15 

183.10- 1 

183.10- 25 

183.10- 30 

183.10- 10 

183.10- 5 

183.10- 45 

183.10- 15 

183.10- 40 

183.10- 35 

183.10- 50 

183.10- 30 
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Electrical  installations  operation  at  potentials  of  less  than  50  volts: 

Accessories  _ 

Application _ 

Batteries  _ 

Circuit  breakers _ 

Generators  and  motors _ 

Ignition  wiring _ 

Nameplates  _ 

Radio-phone  equipment _ 

Wiring  installation _ 

Wiring  size,  insulation,  etc _ 

Electrical  material  inspection _ 

Emergency  preparations _ 

Emergency  instructions _ 

Emergency  lighting _ 

Engineroom  communication  system - 

Engines,  gasoline _ 

Equivalents  _ 


Section 

_  183  05-35 

_  183.05-1 

_  183.05-20 

_  183.05-30 

_  183.05-10 

_  183.05-40 

_  183.05-5 

_  183.05-25 

_  183.05-50 

_  183.05-45 

_  176.25-15 

_  185.25-5 

_  185.25-1 

Subpart  184.30 

_  184.35-1 

Subpart  182.15 
Subpart  175.15 


Esr-tpe.  means  of _ 

Exemption  certificate - 

Exhaust,  gasoline  engine. 
Exhausts,  diesel  engines.. 
Exposed  waters,  definition. 


_  177.15-1 

_  176.35-20 

182.15-15,  182.15-20 
182.20-15,  182.20-20 
_  178.05-15 


F 


Federal  Communications  Commission  requirements -  184.25-1 

Ferries  carrying  vehicles _  177.35-10 

Ferry,  definition _  175.10-9 

Fire  axe _  181.35-1 

Fire  extinguishers,  portable  : 

Approved  extinguishers _ _ _  181.30-5 

Installation  and  location -  181.30-10 

Required  number,  type  and  location -  181.30-1 

Fire  extinguishing  equipment,  material  Inspection - 176.25-25 

Fire  extinguishing  equipment — L - - - - 176.25-27 

Fire  extinguishing  system,  fixed: 

Amount  of  C02  gas  required - 181.20-10 

Closure  of  openings -  181.20-35 

Controls  _  181.20-15 

Cylinders  _ 181.20-30 

Discharge  outlets - 181.20-25 

Piping  _ 18120-20 

Type  required _ 181.20-5 

Where  required -  181.20-1 

Fire  main  system: 

Application  _  181.15-1 

Fire  hydrants  and  hose -  18115-5,  181.15-10 

Fire  pumps,  power  and  hand - 181.10-1,  181.10-5 

Fire  protection  equipment,  general : 

Application  and  intent -  181.01-1 

Approved  type -  181.05-1 

Construction  and  arrangement -  177.10-5 

Installed  but  not  required -  181.05-5 

Flush  decks,  definition _  178.05-7 

Fueling  operations -  185.20-25 

Fuses _ - _  183.05—35,  183.10—35 


G 


Gasoline  engines _ Subpart  182.15 

Generators  and  motors  (50  volts  or  more) _  183.10-5 

Generators  and  motors  (less  than  50  volts) _  183.05-10 

Great  Lakes,  definition - 175.10-11 
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Section 

Gross  tonnage  as  a  criterion  for  requirements _  175.05-15 

Guards  and  rails _ _ Subpart  177.35 


H 

Hatches - 

Hauling  out,  drydocking _ 

Hazardous  materials  incidents _ 

Headquarters,  definition _ 

Heating  equipment _ 

Hose,  fire - 

Hull  Inspection _ 

Hull  structure _ 

Hydrants,  fire - 

Hydraulic  accumulators _ 


. .  185.20-15 

.  Subpart  178.15 

.  185.15-3 

. 175.10-13 

183.10-45,  184.05 

. 181.15-10 

.  176.25-5 

Subpart  177.10 

.  181.15-5 

.  176.25-30 


I 

Industrial  standards,  adoption  of _  175.27,  176  25 

Inspection  of  vessels : 

Assignment  of  marine  Inspector _  175  20-1 

Electrical - 176.25-15 

Fire  extinguishing  equipment — S _  176.25-25 

Hull  . 176.25-5 

Initial  Inspection  for  certification _  176.05-5 

Inspection  standards _ ’ _  176.25-1 

Lifesaving  equipment — S _ 176.25-20 

Limitations  of  inspection - Subpart  176  30 

Machinery  - 176.25-^10 

Miscellaneous  systems  and  equipment _  176.25-40 

Notice  of  deficiencies  and  requirements _  175.20-5 

Pressure  vessels — S _  176.25-30 

Reinspection  . . . . . . .  Subpart  176.10 

Renewal  of  certificate -  176.05-10 

Repairs  and  alterations _ Subpart  176.20 

Sanitary  inspection _ 176.25-45 

Special  consideration - 175.25-1 

Standards - Subparts  175.27, 176.25 

Steering  apparatus _  176.25-35 

Unsafe  practices - 176.25-50 

International  Convention  for  Safety  of  Life  at  Sea,  1960 : 

International  voyage -  176.35-5 

Voyage  between  continental  United  States  and  Hawaii  or  Alaska  or 

between  Hawaii  and  Alaska _  176.35-10 

Vessels  subject  to  requirements _  176.35-1 


L 

Lakes,  bays  and  sounds,  definition  of _  175.10-17 

Length,  definition  of -  175.10-19 

Lenth  of  rail,  criteria -  176.01-25 

License,  original;  procedures  required: 

Application  -  187.10-10 

Character  check  and  references _  187.10-30 

Experience  or  training,  evidence  of _  187.10-20 

Physical  examination _ 187.10-15 

Professional  examination _  187.10-25 

Requirements,  general _  187.10-5 

Licensee  renewal  procedure: 

Application -  187.15-5 

Fitness - 187.15-10 

Period  of  grace -  187.15-15 

Physical  requirements _  187.15-20 

Reissue  of  expired  license _  187.15-25 

Requirements,  general _  187.15-1 
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Section 

License,  required . Subpart  186.10 

License,  specific  requirement  for  ocean  operators: 

Applicability  . 187.25-1 

Additional  routes _  187.25-25 

Citizenship  requirement _  187.25-1 

Examination  for  operator  of : 

Ocean  mechanically  propelled  vessels _  187.25-15 

Ocean  non-self -propelled  vessel _  187.25-22 

Ocean  sail  propelled  vessel _  187.25-20 

Minimum  age _  187.25-1 

Service  requirements: 

Auxiliary  sailing  vessel _  187.25-11 

Mechanically  propelled  vessels _  187.25-5 

Non-self-propelled  vessels _  187.25-12 

Sail  propelled  vessels _  187.25-10 

Vessels’  routes _  187.25-1 

License,  specific  requirements  for  operators  on  other  than  ocean  and  coast¬ 
wise  waters: 

Applicability _  187.20-1 

Examination  for  barge  operators _  187.20-20 

Examination  for  operators  of  mechanically  propelled  vessels _  187.20-10 

Examination  for  sailboat  operators _  187.20-15 

Experience  required _  187.20-5 

Minimum  age _ _ _ _ _  187.20-5 

Licensing: 

Applicability  of  regulations _  187.01-1 

English  language  requirement _  187.05-1 

General  requirements _ Subpart  187.05 

Issuance  of  duplicate  licenses _  187.05-20 

Issuance  of  licenses _  187.05-1 

Lifting  of  limitations _  187.05-10 

Oath  requirement _  187.05-1 

Parting  with  license _ 187.05-25 

Re-examinations  and  refusal  of  licenses _  187.05-15 

Right  of  appeal _  187.05-35 

Sea  service  as  member  of  Armed  Forces  of  the  United  States  and  on 

vessels  owned  by  the  United  States  as  qualifying  experience -  187.05-5 

Suspension  and  revocation  of  license _  187.05-30 

Lifeboats  _ Subpart  180.10 

Lifefloats,  equipment  for _ Subpart  180.15 

Lifeline  . . . . . . — . . .  180.15-5 

Life  preservers _ Subpart  180.25 

Life  preservers,  children -  180.25-5 

Liferafts - Subpart  180.10 

Lifesaving  equipment: 

Application  _  180.01-1 

Approved  _  180.05-1 

Buoyant  apparatus -  180.10-1,  180.15-1 

For  vessels  in  Great  Lakes  service - 180.10-15 

For  vessels  in  lakes,  bays,  and  sounds  service _  180.10-20 

For  vessels  in  ocean  or  coastwise  service -  180.10-5 

For  vessels  in  river  service -  180.10-25 

Inspection  of _  176.25-22 

Installed  but  not  required _  180.05-5,  181.05-5 

Intent  - 180.01-5 

Lifefloats  - 180.10-1,  180.15-1 

Life  preservers,  number  required -  180.25-5 

Life  preservers,  type  required _  180.25-1 

Marking  . . . . .  180.20-5,  180.25-15 

Pyrotechnic  distress  signals - -  -  Subpart  180.3r' 

Ring  life  buoys  and  water  lights - Subpart  180.30 

Stowage  of  equipment -  180.15-10 

Stowage  of  lifesaving  appliances _  180.25-10,  180.20-1 

Substitutions  _  180.10-30 


Index 


Section 

Lighting,  emergency _ Subpart  184.30 

Light  intensity  standards _  184.15-5 

Light  screens _  184.15-10 

Load  lines - Subpart  175.07 

Lounge  arrangements _  177.30-7 

Machinery  installation : 

Application _  1 82.01—1 

Auxiliary  machinery _ Subpart  182.10 

Machinery  using  gasoline  as  fuel : 

Application _  182.15-1 

Carburetors  _  182.15-7 

Cooling  -  182.15-10 

Exhaust  cooling -  182.15-15 

Exhaust  pipe  installation _  182.15-20 

Fuel  tanks -  182.15-25 

General  requirements _  182.15-5 

Pipes,  filling  and  sounding _  182-15-30 

Pipes,  vent _ 182.15-35 

Piping  fuel  supply _  182.15-40 

Ventilation  of  compartments - - - 182.15-45 

Machinery  using  diesel  fuel : 

Application _  182.20-1 

Cooling  _  182.20-10 

Exhaust  cooling _  182.20-16 

Exhaust  pipe  installation _  182.20-20 

Fuel  tanks,  independent _  182.20-25 

General  requirements _  182.20-5 

Pipes,  filling  and  sounding -  182.20-30 

Pipes,  vent _ 182.20-35 

Piping  fuel  supply - 182.20-40 

Ventilation  of  compartments -  182.20-45 

Propulsion  machinery - Subpart  182.05 

M 

Machinery,  material  Inspection _ 176.25-10 

Manning: 

Application _ 186.01-1 

General  _ Subpart  186.05 

Licenses,  required _  186.10-1 

Marine  inspector  or  inspector,  definition _  175.10-21 

Marking  required: 

Escape  hatches  and  emergency  exits _  185.30-15 

Fuel  shutoff  valves -  185.30-20 

Hull  markings - 185.30-1 

Lifesaving  gear - - -  185.30-5,  185.30-10 

Watertight  doors  and  watertight  hatches -  185.30-25 

Mooring  equipment - Subpart  184.10 

Motors  and  generators  (50  volte  or  more) -  183.10-5 

Motors  and  generators  (less  than  50  volte) -  183.05-10 

N 

Nameplates,  electrical  equipment - -  183  05-5 

Navigation  lights  and  shapes - Subpart  184.15  t 

Non-self -propelled  vessel,  definition - 175.10-23 

Notice  of  casualty - Subpart  185.15 

Notice  and  reports  of  certain  hazardous  materials  incidents _  185.15-3 

o 

Ocean,  definition  of. - - 175.10-25 

Officer  in  charge,  marine  Inspection,  definition  of _ 175.10-26 

Open  boat,  definition -  178.05-13 
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Section 

Paddles - Subpart  180.15 

Painter - Subpart  180.15 

Partially  protected  waters,  definition _  178.05-17 

Passenger  accommodations _ Subpart  177.3a 

Passenger,  definition -  175.10-27 

Passenger  Ship  Safety  Certificate _  176.35-15 

Passengers,  number  permitted _ 176.01-25 

Patrolmen,  duties  of _  185.22-1 

Penalties  - Subpart  185.05 

Permit  to  proceed  to  another  port  for  repair — L _  176.01-27 

Pilothouse  control,  definition _  175.10-29 

Piping: 

Bilge _ _ 182.25-5 

Diesel  engine  cooling _  182.20-10,  182.20-15 

Diesel  engine  exhaust  installation _  182.20-20 

Diesel  fuel  supply _  182.20-40 

Pilling  and  sounding  pipes  for  diesel  fuel  tanks _  182.20-30 

Filling  and  sounding  pipes  for  gasoline  fuel  tanks _ 182.15-30 

Fixed  fire  extinguishing  system _ 181.20-20 

Gasoline  engine  exhaust  installation _ 182.15-20 

Gasoline  fuel  supply -  182.15-40 

Vent  pipes  for  diesel  fuel  tanks -  182.20-35 

Vent  pipes  for  gasoline  fuel  tanks _ 182.15-35 

Piping  materials,  nonmetallic _ Subpart  182.40 

General  _  182.40-1 

Non-vital  systems _  182.40-10 

Vital  systems _  182.40-5 

Plans,  submission  for  approval - Subpart  177.05 

Posting: 

Certificate  of  inspection _ 176.01-40 

Convention  certificates -  176.35-25 

Placards  containing  instructions  for  launching  and  inflating  inflat¬ 
able  liferafts -  185.25-7 

Pressure  vessels — S -  176.25-30 

Pressure  vessels — L -  176.25-32 

Propulsion  machinery - Subpart  182.05 

Protected  waters,  definition -  178.05-19 

Pumps: 

Bilge  _  182.25-10 

Fire,  hand -  181.10-5 

Fire,  power _  181.10-1 

Pyrotechnic  distress  signals - Subpart  180.35 

R 

Rafts _ Subpart  180.10 

Radio  _ Subpart  184.25 

Radiophone  equipment  (less  than  50  volts) _  183.05-25 

Rails  and  guards _ Subpart  177.35 

Reinspection _ Subpart  176.10 

Repairs  and  alterations _ Subpart  176.20 

Reports  and  Notice  of  certain  hazardous  materials  incidents _  185.15-3 

Rescue  boat — L - 180.10-35 

Right  of  appeal - - -  175.30-1,  187.05-35 

Ring  life  buoys.. . - . - . — . . . Subpart  180.30 

Rivers,  definition _ 175.10-33 

Rules  of  the  Road -  185.20-5 

Rules  of  the  Road,  definition -  175.10-35 
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Section 

Balling  vessel,  definition _  175  io_3g 

Sanitary  inspection . . . 176  25-45 

Seating,  fixed . . . .  176.01-25.  177.30-1 

Shore  power  (50  volts  or  more) _ 183.10-50 

Sprinkling  system,  manual _ Subpart  181.25 

Stability: 

Alteration  of  vessel _ Subpart  179.15 

Application,  general _  179.01-1 


Procedure  for  ‘‘S’’  vessels  carrying  more  than  150  passengers  and  all 

“L”  vessels — S  and  L _  179.10-5 

Procedure  for  "S”  vessels  carrying  not  more  than  150  passengers — S„  179.10-1 

Stability  letter,  posting  of _ Subpart  179.20 

Test,  procedure . . . . . Subpart  179.10 

Test,  when  required _  179.05-1 

Standards,  industrial;  adoption  of _ Subparts  175.27,  176.25 

Steering  apparatus. . .  176.25-35,  Subpart  182.30 

Steering  gear  tests _  185.20-10 

Structural  standards _  177.10-1 

Switchboards  (less  than  50  volts) _  183.05-15 


T 

Tank  fuel: 

Diesel -  182.20-22, 

Gasoline  - 

Toilet  facilities _ 

Tubular  heat  exchanges _ 


182.20-25 

182.15-25 

177.30-5 

176.25-30 


u 

Unfired  pressure  vessels — S _ 

Unsafe  practices _ 


176.25- 30 

176.25- 50 


V 


Vehicles,  vessels  carrying _  177.35-10,  185.20-20 

Ventilation: 


Compartments  containing  diesel  machinery _  182.20-45 

Compartments  containing  gasoline  machinery  or  fuel  tanks _ 182.15-45 

Compartments  containing  diesel  fuel  tanks _  182.20-50 

Spaces  other  than  machinery  spaces _ Subpart  177.20 

Vessel,  definition - 175.10-37 


W 


Water  lights - - - - - 180.15-5,  Subpart  180.30 

Watertight  bulkheads  required _ Subpart  178.10 

Watertight,  definition _  178.05-3 

Watertight,  integrity,  subdivision  application _  178.01-1 

Weathertight,  definition _  178.05-5 

Well  deck,  definition _  178.05-11 

Wiring  installation: 

Conductors _ 183.05-50 

Grounding  -  183.05-50 

Lighting  and  power  (less  than  50  volts) _  183.05-50 

Methods  and  material  <50  volts  or  more) _  183.10-20 

Wiring  Joints  and  splices _ 183.05-50 

Wiring,  size,  insulation,  etc.: 

Ignition  wiring  (less  than  50  volts) _  183.05-40 

Lighting  and  power  wiring  (less  than  50  volts) _  183.05-45 

Work  vests . . . . Subpart  184.40 


1 


t 


Yacht  Safety  Bureau  (Y8B> 


Y 


175.27-** 
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